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Development of a Large Drafting Plotter, by Marvin L Patterson and George W. Lynch 

This low-cost plotter extends HP's fow-mass, tow-inertia technology to the production of draft- 
ing -qualify plots up to D- or A 1 -size in a minimum of floor space. 

Aspects of Microprocessor and I/O Design for a Drafting Plotter, by Lowell 1 Stewart, 
Date W. Schaper t Neat J. Martini, and Hatem E. Mostafa The use of a powerful micropro- 
cessor allows the designer to provide desirable features without increasing the complexity of the 
hardware. 

Motor Drive Mechanics and Control Electronics for a High- Performance Plotter, by Terry 
L Flower and Myungsae Son HP's iow-mass, low-inertia design greatly simplifies the me- 
chanical drive and servo control electronics. 

Firmware Determines Plotter Personality, by Larry W. Hennessee, Andrea K. Frankel, Mark 
A, Overton, and Richard B, Smith This firmware provides drafting-quality lettering, keeps 
track of pens and plotting parameters, and minimizes the need for operator adjustments. 

New Language Tools Aid Plotter Firmware Development, by Andrea K. Frankel Using 

a high-level language for developing firmware code has both advantages and limitations. 

Y-Axfs Pen Handling System, by Robert D. Haselby t David J. Perach, and Samuet R Haugh 
An adaptive pen-lift mechanism, automatic pen selection and storage, and a sturdy drive sys- 
tem are key elements of this design. 

X-Axis Micro-Grip Drive and Platen Design, by Ronald J. Kaplan and Robert S. Townsend 
Moving paper accurately with grit-covered wheels requires careful attention to platen design 

and grit-wheel fabrication. 

In this Issue: 

This month we continue coverage of HP's new low-mass, low-inertia plotting technology. In 
our October issue were articles on the development of this technology, on an optical encoder 
that plays an important rote in it, and on a cardiograph that uses the new type of plotter 
i fjSl 9M rnecnan ' sm t0 racord electrocardiograms on standard-size paper, This month's issue is 
fmffi^ll ^ evoteci t° tne 7580A Drafting Plotter, a high-performance large-scale plotter that extends the 
new technology to the making of large drafting-quality plots. Operating under computer 
control, the 758DA accurately and rapidly produces engineering drawings, integrated circuit 
layouts, architectural drawings, and other large plots, it draws on standard drafting media — 
paper, vellum, or polyester sheets — using roller-ball, fiber-tip. or liquid-ink drafting pens. It stores up to eight 
pens at a time, keeping them capped so they wont dry out, and automatically selects the one its told to plot with. 
The results it produces are comparable in quality to those of the best drafting plotters available, but thanks to the 
new plotting technology, the 7580A costs only about half as much as conventional plotters and takes up much 
less floor space. In fact, to someone familiar with conventional flatbed plotters, the 7580 A is a strange-looking 
device. Instead of a pen moving over a stationary piece of paper lying on a flat surface, one sees a bar-shaped 
mechanism held up by two legs, with the paper draped over the bar and hanging out loose on both sides. In 
operation, the pen slides rapidly back and forth along the bar and the paper flies just as rapidly back and forth 
across the bar. That it works so well is a tribute to both the basic concept and the engineering that turned the 
concept into a product. 

Marv Patterson and George Lynch introduce us to the new drafting plotter on page 3, and the other articles in 
the issue discuss various aspects of the design. 

R. P r Oolan 

Editor. Richard P Dofan # Associate Editor Kennstn A 5haw# An Director. Photographer Arvid A Danieison • Illustrator, Nancy S Vanderttoom 

Administrative Services Typography Anne S LoPresti Susan E Wright « European Production Supervisor Henk Van Lanme'en 

2 HEWLETT PACK ARC JOURNAL &QV1 ' ©Hewlett-Packard Company \98t Priced in USA 

©Copr. 1949-1998 Hewlett-Packard Co. 




Development of a Large Drafting Plotter 

Developing a large X-Y plotter that provides drafting-quality 
drawings, requires minimal floor space, and costs less than 
half comparable machines was not easy, This article 
outlines the history and performance features of HP's 
largest X-Y plotter: 

by Marvin L Patterson and George W, Lynch 



WHAT DOES IT TAKE TO MAKE a drafting plot- 
ter? When the original investigation team for the 
HP Model 75S0A Drafting Plotter (Fig. 1] was 
first presented with this question Hewlett-Packard's in- 
terest in plotters had only included small digital X-Y plot- 
ters for use with desktop computers or in the timeshare 
computer environment An opportunity was perceived, 
however, for a low-cost machine that could efficiently pro- 
duce drawings having the size and overall appearance of 
the work produced by drafting people. Just how this capa- 
bility related to plotter specifications was not yet known. 




Fig, 1. The HP Model 7580 A Drafting Platter uses a micro- 
grip paper-drive mechanism to produce high-quality draw- 
ings on a variety of commonly used drafting media. Liquid- 
ink, fiber -Up, or roller ball pens can be easily used to 
meet different drafting requirements The design reduces the 
cost of the instrument: its power consumption, and the floor 
space required. 



Project activity began with the design of a large flatbed 
j r for use as a test bed and with a study to determine 
just what was meant by "drafting quality-" This study 
quickly revealed how incredibly precise human drafting 
can be. The use of a straightedge, compass and templates 
can produce work that appears perfect to the unaided eye* 
The only facet of human output that might be improved was 
found to be variations in Unewidth and density. Liquid-ink 
pens leave a characteristic round blob at the end of each line 
as the pen comes to rest. More particular drafting people 
trim the end of each line with a razor blade to eliminate even 
this small problem — a truly tough act to duplicate by 
machine. 

How Straight Is Straight? 

Having given up on duplicating the smoothness and pre- 
cision of a human using a compass and straightedge, we 
used the test-bed plotter to produce a series of progressively 
bad lines. A qualitative comparison of these lines with 
those drawn along a straightedge produced some insight 
lulu I he plotter specifications required to produce accept- 
able line quality, The noticeablity of line imperfections was 
found to be a Function of both the amplitude of line pertur- 
bations and their spatial frequency. This relationship is 
shown in Fig. 2. 

Fig, 2 shows that, while the mechanism doesn't have to be 
perfect, short-duration perturbation amplitudes caused by 
the control system and mechanical tolerances must be kept 
well below 0-025 mm. At spatial wavelengths approaching 
the maximum plotter dimensions the eye is much more 
tolerant of small perturbations. This means that the 
straighlness of the pen carriage guides can be relaxed to 
something in excess of a millimetre before noticeable 
cosmetic effects occur. Of course drafting accuracy consid- 
erations constrain this specification to tighter values. 

Industry Standard Pens and Media 

Work performed by drafting personnel falls into two gen- 
eral categories; working drawings and finished-quality 
drawings. This leads to the use of a variety of writing in- 
struments and drawing media. A pen using capillary action 
to feed liquid ink is usually used for the final drawing, The 
final drawing medium is usually vellum or polyester film. 
Working drawings are most often done with pencil on 
paper pi Vellum. Here speed a»d reproducibility are more 
important then the cosmetic appearance of the drawing. 

This need for both working and finished-quality draw- 
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Fig. 2. The noticeabiftty of pertur- 
bations from a straight tine is a 
function of tbetr amplitude and 
bow widely they are separated 
along the fine (spatial frequency) 
as shown by the above graph. 



ings requires that the drafting plotter offer a high-speed 
writing system for low-cost media and a liquid -ink writing 
system for the more expensive media specified by various 
industry standards. Many customers use drafting media 
preprinted with boundaries, title blocks and other markings 
specified for their particular application. To be accepted 
widely, a drafting plotter should accept these preprinted 
forms in a straightforward manner. In general, a drafting 
plotter should be able to handle standard -size drafting 
sheets of paper, vellum and polyester film. 

The ability to handle both a high-speed writing instru- 
ment and liquid-ink pens requires control of the speed of 
the pen and the force with which it is applied to t he drafting 
media. Liquid-ink pens in particular dry out quickly if they 
are not capped when not in use, Since many pens are 
needed to provide variety in both linewidth and color, an 
automatic method of capping unused pens must be pro- 
vided to ensure that pens operate reliably throughout the 
life of their ink supply. 

Dynamic Performance and Cost 

To a large degree the value of a drafting plotter is a 
function of how quickly it can produce a drawing. This 
depends upon the speed and acceleration provided by the 
control system, Inertial forces placed upon the motors and 
other moving elements in the mechanism increase as direct 
functions of the acceleration and the amount of mass in 
motion. Because the X and Y axes of the plotting 
mechanism are inherently different, these forces tend to 
cause the pen trajectory to deviate from the desired path, 
creating less than perfect line quality The strength of the 
moving elements and their supporting structures must be 
increased to keep these deviations from being objectionable 
at higher accelerations. However, there is a design tradeoff, 
because when strength is increased, mass is increased and 
acceleration and speed are reduced, The useful acceleration 
of a plotter is thus determined by the size of the motors, the 



amount of mass in motion, the amount of mismatch be- 
tween the two axes, and the strength of moving parts and 
the surrounding structure. 

The cost of a plotter is determined largely by the size of 
the mechanism, the X-Y drive motors and the correspond- 
ing motor drive amplifiers and power supplies. As higher 
acceleration forces the size and strength of the motors and 
mechanism upwards, the cost of the electronics tracks ac- 
cordingly. If methods can be found that reduce the amount 
of mass in motion, the cost to produce acceptable I inequal- 
ity at a given acceleration is dramatically reduced. 

Once these relationships are understood, the algorithm 
for designing a successful drafting plotter is clear. It must 
have very high acceleration and writing speed while the 
mass of moving parts and the size of the drive motors are 
kept to a minimum. One HP division manager stated this 
rather succinctly, ''Simply design it light, straight, strong 
and cheap." 

It is said that time and tide wait for no man. So it is with 
the drafting plotter market. When the 7580A project began, 
a large flatbed plotter with about Ig acceleration and a price 
of about $10,000 (USl offered a significant contribution to 
the marketplace. After the project was temporarily sus- 
pended and later resumed, however, several new competi- 
tive products had been introduced that seriously affected 
the viability of the original 7 580 A approach. l H or several 
months the design team struggled with the problem of how 
to make a contribution in this new marketplace, Our old 
flatbed approach was clearly no longer the right answer but 
we were finding it difficult to come up with a new idea 
that would provide significantly better performance at a 
lower cost. 

HP Labs to the Rescue 

At this time the 7580A design team became aware of the 
Sweetheart project at Hewlett-Packard Laboratories (de- 
scribed in last month's issue), 1 A group of engineers there 
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Fig, 3, The basic X-Y plotting mechanism used in the 7560 A 
moves the paper along one axis by gripping its edge on two 
opposite sides between two rollers (one covered with grit). The 
impressions of the grit on the back side of the paper during the 
initial moves provide accurate registration tor subsequent 
moves. The pen is moved along the other axis by a cable drive 
and fixed guide rail arrangement. The position and velocity of 
the paper and pen are sensed by digital encoders located on 
the shafts of the motors driving each axis 

had developed an unconventional X-Y plotting mechanism 
which moved a piece of paper a long one axis by gripping its 
edges between pinch rollers Bud sandpaper-covered wheels 
as depicted in Fig. 3. The pen was moved along the other 
axis by a simple drive belt and fixed guide rail system. This 
is an innovative idea that minimizes the amount of mass in 
motion, thus allowing incredible accelerations with very 
small motors. 

Two things were intuitively obvious to the 7 5 HO A design 
crew, however, that made us doubtful that Ibis mechanism 
represented an answer to our dilemma. First of all, the paper 
would obviously slip and lose registration in the grit-wheel 
drive scheme. Because drafting plotters need impeccable 
repeatability, this would simply be intolerable, Second, 
while this plot ter was nice for a sheet of notebook paper, it 
certainly did not represent a viable answer for handling the 
large-size media required for a drafting plotter. 

Our skepticism was quickly squelched. The team at IIP 
Laboratories convinced us that the sandpaper grit on the 
paper drive wheels acted like a microscopic sprocket drive. 
Impressions made in the paper by the grit particles on the 
first pass acted like sprocket holes. On each subsequent 
pass, the same grit particle I bat made the original impres- 
sion would realign itself with its impression, thus forcing 
perfect registration and repeatability. 

As for large-size media, the designers simply cut one of 
their small 21.5-cm wide plotters in two, welded in an 
extension, and within a week had a 61-cm wide breadboard 
design working perfectly. After this demonstration the San 
Diego Division crowd was convinced and the design of the 
75R0A laboratory prototype began. 

The impact of the 7580A can be summarized in two 



words; price and performance. This novel product offers 
line quality and dynamic performance comparable to the 
finest competitive plotters at about one-half the typical 
price. 1b addition, a number of innovative features are in- 
cluded that are not yet available on other products. This 
combination of price, performance and features represents 
a major contribution to low-cost, single-user, desktop- 
computer-based. CAD (computer-aided design) systems. 

Performance 

Maximum dynamic performance of the 7 580 A is 
specified as 60 cmJs slewing velocity at an acceleration of 4g 
or 3920 cmls 2 . When operating at these levels, the 7 580A 
draws lines whose visual quality is essentially flawless. 
Repeatability, the ability to retrace a line or draw to the 
same point from different directions, is consistent to less 
than 0.05-mra error. Since the density ofink lines tends to 
be a function of I i ne speed, the 75B0A hold s the pen velocity 
constant at all line slopes to provide more uniform lines, 
Most other plotters hold the axial velocity constant. This 
causes lines with a 45-degree slope to be drawn with over 
40% greater velocity than either horizontal or vertical lines, 
thus producing undesirable line density variations. 

As seen in the examples of Kig. 4, the precision and 
smoothness of lines draw r n by the 75BQA compares favor- 
ably with those drawn by a human. The addressable end- 
point resolution of the plotter is 0.025 mm but the control 
system uses Increments eight times smaller so that the 
graphical output appears to be essentially perfect to the 
unaided eye. 

The plotter has internal firmware code that generates two 
separate character fonts. The first has a constant character 
spacing that is convenient when labels are generated by a 
computer program. Characters in this font are composed of 
straight line segments, The second font uses proportional 
character spacing for maximum readability, Characters in 
this font are created from straight line and arc segments to 
give the appearance of template-quality lettering. An inter- 
nal algorithm in the plotter approximates the arc segments 
with a series of small straight lines- The smoothness of the 
arcs (length of the small straight lines) is programmable so 
that coarse approximations can be used when speed of 
lettering is important, lor final high-quality copy the line 
lengths can be set to a fine value that causes the arcs to 
appear smooth and continuous. 

Features 

Probably the most significant new feature of the 7 580 A is 
its pen handling system (Fig. 2. page 91 . Pens are held in a 
rot at able carousel until selected by the pen carriage. While 
in the carousel, pen tips are sealed by rubber caps and stay 
wet and ready to write— even liquid-ink d rafting pens. 
Liquid-ink pens have been a traditional problem for draft- 
ing plotters since they frequently dry tip and clog if left in 
the open air for more than five minutes. The pen carousel 
feature makes the 7 580 A the first drafting plotter capable of 
using multiple drafting pens without operator intervention. 

There are three different carousels provided for liquid- 
ink. roller-ball and fiber-tip pens. Each carries a unique 
optical marking that Identifies it to I be 7riH0A"s micropro- 
cessor. Default values for maximum pen speed and writing 
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Fig* 4. Examples of the plotting capability of the 7580A shown actual size, (a) Mechanical part 

drawing, (b) Logic schematic. 



force are automatically reset e^t:h time the carousel is 
changed. Thus an operator nan go from a working drawing 
to a final liquid-ink copy by simply changing carousels and 
loading the desired final drawing medium. 

The design of the 7 5 BOA allows it to accept industry 
standard drafting pen inks and capillary tips as well as 
commonly available sheets of drawing media up to D or Al 
size (622 x 1190 mm]. The need for expensive spmcket- 
holed media is avoided as is the need to adjust sprocket 
wheel spacing as humidity causes the media to shrink or 
expand. Drawing materials for the 758UA can usually be 
found at a local drafting supplies store- 
Reducing the mass of moving parts not only affects the 
dynamic performance and cost but it also reduces the over- 
all weight and power consumption of the product. Because 
of this, the 7580 A is the first truly portable large drafting 



plotter. Weighing less than 64 kilograms, it rolls smoothly 
on casters and can be moved easily between workstations. 
When not in use it can be moved out of the way; it occupies 
less floor space than the typical typing table. Power con- 
sumption is less than 170 watts, a factor of two to four times 
less than competitive products. 
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Aspects of Microprocessor and I/O 
Design for a Drafting Plotter 

by Lowell J. Stewart, Dale W. Schaper, (Meal J. Martini, and Hatem E. Mostafa 



WHEN DESIGNING THE HP MODEL 7850A Draft- 
ing Plotter, we chose a more powerful 16- bit 
microprocessor instead of an H-bit micropro- 
cessor. This helps minimize the hardware and has other 
advantages, Since part of the servo control is done in soft- 
ware, it is useful to be able to do IG-bit arithmetic rapidly 
sn that plotting speed is not limited by computational time. 
Being able to address a lot of memory makes adding future 
software enhancements easier and allows writing some of 
tlie code in a high-level language. The faster process in^ 
speed and extra memory addressing enable the system to 
use firmware protection methods rather than limit 
switches and other methods that have to be readjusted 
manually, 

The in icro processor is a Z80G2 which has a time- 



multiplexed address and data bus. Address data is written 
onto the bus when *he address strobe (AS) is asserted, Data 
is written onto the bus or read from the bus during Hie d.ila 
strobe (DS). The microprocessor is capable of addressing up 
to 64 K bytes of memory. The address strobe is the master 
sync for the system. There is always an AS pulse for every 
machine cycle, but there may not be a DS pulse. Internal 
operations do not output a DS pulse. 

Internally there are four circuit boards on the micro- 
processor bus (Fig. 1J< The processor circuit board contains 
the microprocessor, Ihf bus timing and control logic* the 
ROM, the RAM. the I/O control logic, and the vectored 
interrupt priority logic. Each of the four boards on the bus is 
selected by one of four address lines from the processor. 
Four other address lines go to each of the boards on (lie bus 
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Fig. 1, Block diagram of the elec- 
tronic system for the HP Mode! 
75S0A Drafting Hotter. 



so each board may have up to 16 read/write registers. The 
7580A uses 48K bytes of ROM [read-only memory) and 4K 
bytes of RAM [random -access memory) with most of the 
code written in ALGOL. Time- critical and I/O routines are 
written in assembly language. The microprocessor has a 
vectored interrupt capability which works with some of the 
hardware and software to give a four-level priority system* 
A servo board controls the drive motors (discussed in the 
article on page 12), and an internal I/O board is used to 
control the sensors, the pen lift, the front panel, and the 
other motors. The microprocessor has its own board, and 
there is a board to handle (he RS-232-C or HP-I8* data 
interface. 

One of the most challenging parts of building a plotter is 
accurately controlling {he main drive motors. Substantial 
processor code and an entire circuit board are dedicated to 
moving the motors so that they draw straight vectors. The 
7580 A uses rate feedback to control the motors, This means 
that there are both position and velocity Feedback loops. 
The position loop is handled by the microprocessor in 
Firmware and it runs at a 1-kHz sample rate. The velocity 
loop runs faster and it is implemented in hardware on the 
servo board. Because the position loop is handled in 
software and the Z8002 is so powerful, the velocity- 
profiling algorithm in the7580A is much more complicated 
than in any previous HP plotter. 

Velocity Control 

The velocity profile describes the speed of the pen tip on 
each axis so that it will make a straight line from a stationary 
starting point to a stationary resting point without exceed- 
ing the pen's maximum velocity or the drive mechanics' 
acceleration limit. In all previous HP plotters the speed of 
the pen tip when it was writing depended on the angle of 
the line being drawn. This was because an algorithm cal- 

•Hewiesl-Packard's imptementaijon of EEE Slandartf *8S (1Q78) 



culating the position of the next point by assuming a con- 
stant linear velocity was too complicated for earlier proces- 
sors, given the time allowed. The 7580 A. however, uses this 
type of algorithm and also allows continuous user- 
selectable velocity and acceleration as measured along the 
drawn line. This ensures attractive, uniform lines at any 
angle using three different types of pens. 

The plotting routine that generates the velocity profile 
accepts an X-Y position and immediately calculates the 
length of the line to be drawn. Because of the large size of 
the 7580 A plotting surface and the Fact that the servo- 
control algorithms use a resolution eight times finer than 
the user is allowed to address, all calculations are done in 
32-bit arithmetic. The plotter uses the line length to calcu- 
late the time needed to accelerate to the desired velocity and 
the time needed at tins velocity to be able to decelerate to a 
slop near the correct endpoint. Since the control system is 
digital, the plotter can only accelerate* decelerate, or travel 
at the same speed for an integer number oF discrete time 
intervals, Given this requirement and the user-specified 
acceleration and speed, the line may not stop exactly at Ihe 
endpoint. This would be unacceptable. This problem is 
solved by going back and using the accelerate, decelerate, 
and constant-speed times calculated previously to solve for 
an acceleration that will put the pen exactly at the desired 
endpoint when it stops. The reason that acceleration is 
modified and not speed is that the speed along the line after 
acceleration is derived by multiplying the acceleration time 
by the acceleration. Scaling the acceleration also scales the 
speed. 

Position Control 

It is of critical importance to get the error signal — 
position desired minus actual position attained— to the 
motors as quickly as possible after the position counter is 
read, !f there is any delay between reading the current 
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position counter and producing the error signal the system 
will have moved and this will make it much more difficult 
to control- This delay is minimized by reading the X- and 
Y-position registers immediately after an interrupt has been 
called and getting the error numbers, using the desired 
position calculated in the last time interval, out to the 
motors as quickly as possible. The processor 
calculate the next desired position at its leisure for use in 
the next interrupt. 

The plotter does not have to do any multiplying to get the 
next position because a difference equation approach is 
used to find the next desired position. V derating* 

the acceleration for each axis is added to the old speed to get 
the new speed. This speed is then added to the old position 
to get the new position for each axis. The constant-speed 
and deceleration parts of a move are handled in a similar 
way. The nice feature of this algorithm is that once the setup 
for a move is done, only add operations are required to 
generate the next position, Adding is much faster on a 
computer than multiplying or dividing. 



System Protection 

A common argument against using a microprocessor to 
control motors is that if the processor ever loses its little 
binary mind the drive motors might thrash around madly 
and damage people and equipment. To prevent this, the 
servo board constantly monitors the servo operation by 
checking its response to interrupts. If the microprocessor 
ever responds incorrectly for more than a specified period, 
the servo board opens a relay and shuts the motors down. 
For the same reason, the processor monitors the servo board 
by checking to be sure that reasonable error signals driving 
the motors cause reasonable displacements and that only 
believable motor speeds are reported by the servo board. If 
the processor ever thinks that the servo board is broken, it 
cancels the error signals to the motors and opens the motor 
relay to render the motors harmless. This means that if 
anything ever gets caught in the moving parts iff the plotter 
the processor will del© t il and shut everything down before 
anything breaks. 

Pen Carousel Control 

Pens are kept in a pen carousel when not in usm. Up tu 
eight puns tna\ in- kept capped and ready lor plotting in 
each carousel, There are three types of carousels, one for 
each type of pen — fiber^tip, roller-hall, and liquid-ink. The 
plotter uses two reflective strips on the side of each carousel 
to identify the type of carousel in the system (see Ti^. 2% 
There is a wide strip which gives the plotter a reference 
point and a narrow strip which indicates the carousel 
type- When a carousel is inserted into tre- plotter il breaks 
a tight beam from an LED [light-emitting diode] to s 
photo transistor which signals to the processor that it must 
initialize the carousel at the first convenient time. The plot- 
ter completes whatever action it is doing and starts turning 
the step motor connet led to the carousel. The processor 
actually controls the individual phases of the step motor 
and has the capability to reduce the phase cuuejat when the 
motor is just standing still and does no! \wtui full torque. 

To initialize the pen carousel the processor applies full 
motor torcjue and accelerates the step motor up to speed and 
maintains this speed while it monitors the reflective sensoi 



When a reflective strip is seen by the sensor the processor 
counts the number of motor steps during which the reflec- 
tion persists to see if this is the wide or the narrow reflective 
strip. If it is the narrow strip the processor ignores it and 
continues rotating the carousel, looking for the wide strip. 
When the processor finds the wide strip it has a 

ence to measure froitc It rotates the carousel one more 
complete revolution. During this revolution the processor 
checks each of the pen stables via another LED and photo- 
transislor pair to see if each is occupied and remembers 
which stables have pens in them and which do not, In 
addition it looks for the narrow reflective strip and uses its 
location to determine which type of carousel is in the 
machine. The carousel type determines which set of d* 
pen speed, pen force, and acceleration numbers to use with 
the pens taken from the carousel. 

When a user commands the plotter to pick a pen out of the 
carousel the plotter checks its memory to see if that pen is in 
the carousel, If the pen was there when the carousel was 
initialized and the carousel has not been removed, the plot- 
ter proceeds to try to pick it. First the processor tells the 
drive motor to move the pen carriage between an LED and a 
phototransistor pair to see if there is a pen in the holder. You 
can't pick a pen if you already have one, so if the holder does 
have one it must put the old pen away first, When this is 
completed the processor rotates the carousel so that the 
desired pen is in front of the pen holder. The processor does 
another check to be sure that the pen holder is still empty 
and that the pen carousel still has a pen in the appropriate 
position. If anything is wrong at this stage the machine has a 
real problem so it shuts itself down and flags an error on the 
front-panel displays because if these conditions are not mH 
the pen holder or the carousel can be damageil attempting 
to do a pen pick. However, this will not happen unless 
somebody has been trying to trick the plotter, or there is a 
rare hardware failure. The plotter then executes the pen 




Fig. 2, The 7580A pen carouse! can nolo* and cap up to eight 
fiber-tip, miler-batL or liquid-ink pens. The carousel is in- 
itialized and the pen type is sensed by using two reflective 
strips mounted as shown. The wide strip is used for the initiali- 
zation reference and the relative position of the narrow strip 
identifies the pen type (here, fiber- tip pens). 
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pick by moving the holder into the carousel until it engages 
the pen. The holder is then removed. Now the processor 
checks its sensors one last time to make sure that there is a 
pen in the holder and none in the carousel. If either of these 
conditions is not true, the pen pick has (ailed and there may 
be a loose pen jammed in the mechanism. The plotter must 
shut down and flag an error on its front- pan el displays. By 
careful checking of the status of the pen holder and the 
carousel at each step of the pen pick, the possibility of 
unsuccessful pen picks and damage to expensive hardware 
is minimized. 

Paper Control 

To make the low- inertia, low-mass plotting system work 
it is important that the plotter be able to measure the size of 
the paper that is being used. If the grit wheels run the paper 
out too far, the 7 5 B( J A will, drop the paper on the floor, It the 
pen carriage writes over too far when a small piece of paper 
has been loaded the plotting surface will be damaged. The 
7580A measures the paper in the X-axis, micro-grip paper- 
drive direction by using two paper sensors, and in the 
Y-axis, pen-carriage cable-drive direction by using its paper 
stops and a reed switch. The user loads paper by lining Up 
one edge with a pair of paper alignment tabs, placing the 
movable pinch wheel so that it is above the opposite edge of 
the paper, and pressing the CHART HOLD key. When the 
plotter senses the pressed key. it lowers the pinch wheels to 
hold the paper to the grit wheels and checks the paper 
sensors to make sure paper is actually present, If both sen- 
sors are not covered by paper the paper has not been loaded 
correctly and cannot he measured- so the plotter raises the 
pinch wheels until the o perator hits the key again. When 
I h m pinch wheels go down, the paper-alignment slops move 
out of the way of the paper so that they do not interfere with 
the paper motion during a plot. The paper sensor outputs 
require elaborate filtering to be useful, so the two outputs 
are multiplexed onto one filter to save hardware cost* To 
detect the front paper edge the microprocessor first 
switches in the front paper sensor and then starts moving 
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Fig. 3, Block diagram of a general VO device for the 7580A, 



the paper edge up toward the front sensor. After the front 
edge is found the back sensor is switched on and the process 
is repeated for the back edge. To reduce initialization time 
the 7 580 A makes two passes at measuring each edge, a fast 
one to get an approximate edge position and a slower pass 
roniing back the other way to get a more accurate edge 
position, 

The paper width on the pen carriage axis is found by 
assuming that the movable pinch wheel is positioned over 
the paper edge and measuring where this pinch wheel is, 
The pinch wheel has a magnet glued to it and the pen 
carriage has a reed switch mounted on it. When the reed 
switch enters a strong magnetic field it closes. To eliminate 
position errors caused by variations in magnet strength, the 
switching point on the reed switch, and tolerance buildup 
between the pinch wheel and the pen carriage, the switch 
point is measured first coming from one direction and then 
coming from the other direction. Then the center oi the 
magnet is assumed to be halfway between. Again the 75BUA 
does both high and tow -speed measurements to get accu- 
rate measurements in less time, 

I/O Bus 

The four major printed circuit board assemblies are con- 
nected through the I.Q bus. The I/O bus consists oi the 
timing and control logic, the four device address lines, 
sixteen bidirectional data lines, and the interrupt request 
logic. To prevent noise or loading of each printed circuit 
board from interfering with the bus operation, each circuit 
hoard is buffered so that only one low-power Schottky TTL 
load is presented to the bus. 

The I/O timing and control logic is con trolled by the 
microprocessor. The Z8002 microprocessor is capable oi 
addressing 64K bytes of individual I/O ports. With this 
much addressing capability, each circuit board is assigned 
its own high-order address line to ease the hardware decod- 
ing logic. The I O board address line is gated with an I/O 
control [IOC] pulse to form the individual board enable 
pulse. The low-order address lines, Al through A4,;ire used 
to select any one of the sixteen 10 ports available to each 
circuit board, 

The I/O bus direction is controlled by the read/write (K VY) 
line. The selected I/O board bus driver* an- enabled when 
the IOC pulse is asserted. The individual 10 devices on the 
circuit boards are enabled by the I/O data strobe (IODS) 
pulses. A general I/O device is shown in fig. 3, 

The TO board consists of the I/O bidirectional bus drivers 
Ul, the port decoder U2, and the I/O devices L"3 and U4. 
These I/O devices may be an analog-lo-digital converter as 
on the internal I O board or the HP-IB bus controller as on 
the HP-IB I/O board. An I/O board is selected when its 
high-order address is true, as explained previously. This 
enables the bus drivers Ul in the direction specified by the 
R/W line. The individual 10 device is enabled when the 
address decoder, determined by lines Al through \4. 
selects it, The decoder sends out a pulse t lie width of IODS to 
the device, The device uses the trailing edge of the IODS 
pulse to store data tor a write operation, or transfers the 
data onto the bus while the data strobe pulse is asserted on 
a read operation, 

If the data strobe pulse had been used to enable the bus 
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drivers as well as the LO device, it Is possible that the bus 
drivers would be m their high -impedance state and the data 
lines would be floating before the 10 device had a chance to 
store the data. This could easily happen with the added gate 
delays in the decoder path, Also, to increase the access time 
available for the LG devices, the bus drivers are enabled 
before the data strobe pulse begins. For the above reasons a 
new signal not generated by the microprocessor is used, 
The signal is tbe ioC pulse. Also, because of the long delay 
times of the data strobe pulse generated by the microproces- 
sor, an additional lODS pulse is created. The long delays 
create access time problems for some of the 10 devices: thus 
the lODS pulse also guarantees that the data strobe pulse's 
trailing edge will end before the bus drivers' gating pulse. 
All data transfers between IO devices must first pass 
through the processor circuit board. The data is interpreted 
by the microprocessor a ml ROM [ firmware) before being 
transferred to its final destination. An example is raising the 
pen when initiated from the front panel. The key press is 
sensed on the internal 10 circuit board, and sent to the 
processor PC A, The rai serpen command is interpreted in 
the firmware. The processor board then sends a command 
back to the internal 10 hoard to cause the pen-lift circuitry 
to drive the pen-lift mechanics to the up position. 

Interrupts 

The microprocessor has tour methods of interrupt. The 
drafting plotter uses three of the methods available: reset. 



nonvectored interrupt (NVl), and vectored interrupt (VI), 

Reset is a special case of interrupt, because it suspends all 
microprocessor operation, clears the program counter, and 
places the data and control lines in their high-impedance 
state. When reset returns to its high state, the rnicropr 
sor begins operation a Hoc at ion zero, A reset may be gener- 
ated at turn-on time by a power-on signal received from the 
servo I/O board, or by a manual reset from the key on the 
processor board. 

Nonvectored interrupt is connected to the microproces- 
sor from the rear- panel CONFIDENCE TEST button, V 
enabled, NY! always causes a jump to the confidence test 
subroutine which executes a series of tests to verify the 
machine is operational, 

Vectored inlerrupt means the microprocessor points to a 
specified location in memory, depending upon the data 
stored in the VI jump register. The jump register has the 
information indicating which I/O device is requesting an 
interrupt. The logic on the processor board is capable of 
handling up to four vectored interrupts. The 7 580 A uses 
three of these interrupts with the fourth being a spare. The 
three in order of priority are: servo I O. I/O 1 (transmit ready 
or HP-IB controller), and I/O 2 [receive ready or IPC timer), 
Priority is determined by a lookup table in the firmware, 
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Motor Drive Mechanics and Control 
Electronics for a High-Performance Plotter 



by Terry L. Flower and Myungsae Son 



THE MICRO-GRIP PLOTTING MECHANISM used in 
the HP Model 7580A Drafting Plotter is an uncon- 
ventional design combining compact, simple motor- 
driven systems with digital control electronics (Fig, 1). 
Eaeh axis of the plotter is driven by a separate motor 
mechanically coupled to the particular load for the axis 
(pen or paper), An optoelectronic encoder mounted on the 
motor's shaft senses position and velocity for the control 
electronics which then determines the appropriate output 
of the motor drive circuit lor the next move along the axis. 

Mechanical Design 

Design considerations lor the mechanical drive used in 
the 7 580 A are based on two key objectives: performance 
and reliability, The low-inertia approach of moving paper 
via grit- wheel-drive technology and pen changing via a 
carousel (which allows for the use of a single-pen pen 
carriage) means that performance and reliability can be 
achieved using parts smaller in size than one would nor- 
mally expect in a I)- and Al-size plotter. The drive motors 
(Fig. 2) area good example of this. As a result, low cost is an 
added bonus. 

Our performance goal is to achieve 4g acceleration and fifj 
cm/s slew speed while maintaining a high standard of line 
quality. A dc motor and shaft-mounted encoder combina- 
tion is used because of its low-inertia/high-performance 
characteristic, 

One of the early design decisions was how to couple the 




Fig. 1. Simplified bk>Ck diagram of motor drive and servo 
system 



motors tQ the load. The pen-carriage axis uses a cable driven 

by a pulley to move the carriage back and forth along a 

straight guide rail. The cable- wound drive pulley is geared 

to the V-axis drive motor The X-axis grit wheels are geared 

directly to the drive motor. Some of the considerations that 

influenced the selection of a gear-driven approach are: 

Load inertia on the grit- wheel axis changes as a function 

of the medium being driven and its size, To keep this 

from disturbing the servomechanism and line quality it 

is desirable to make the motor and non variable portions 

of the total load inertia large with respect to the paper 

inertia. 

Physical size of the motor and thermal considerations 
indicate that geared reduction is beneficial. 
Mechanical stillness and repeatability are necessary re- 
quirements. 

It is desirable to have the two axes driven in the same 
manner, 

A fine encoder resolution was needed to obtain velocity 
data, 

Maximum operating frequency of commercially avail- 
able encoders is generally limited to 50 kHz, 
Proper gear design is important to reach our goals of 
performance and reliability. A fine diametral pitch (UP) is 
desirable for several reasons. First, the finer the tooth the 
less the magnitude of sliding friction between mating teeth. 
The benefit is less wear. Second , noise is reduced with a 
fine pitch gear. Finally, high contact ratios can be achieved, 
that is, more than one tooth can share the load, 

A 72-DH 20-tooth pinion is bonded to the motor shaft with 
an anaerobic adhesive. The pinion is bobbed from 303 
Stainless steel since it is subjected to much more wear than 
the driven gear due to the pinion's higher r min. At BO cm/s 
slew speed the motor turns at approximately 2900 r min 
The driven 72-DP gears are made of Teflon TjM -filled Del- 
rin™. Plastic gears are desirable to keep inertia and gear 
noise at a minimum. Delrin was chosen because of its 
strength and low water absorption properties. Teflon filling 
means that additional lubrication is not necessary during 
the life of the plotter. The gears are hobbed to an AGMA 
quality number 10 specification. This includes a tolerance 
of 0.013 mm on tooth-to-tooth error and 0.025 mm on total 
composite error Accuracy, repeatability- quietness, and 
wear are directly affected. 

The gear used on the pen-carriage axis has 209 teeth 
while the gear used on the grit- wheel drive axis has 14 J 
teeth. An odd number of teeth is chosen intentionally so 
that a particular tooth on the pinion will engage less fre- 
quently with a particular tooth on the driven gear than it 
would if an even number of teeth had been chosen. This also 
contributes to more even wear and quieter operation. A 
great deal of care is necessary during the fabrication and 
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Fig, 2. Delrin™ expansion link assembly This design, indi- 
cated by the arrows , compensates for the difference m thermal 
expansion rates between the aluminum and Delrin gears used 
in the drtve motor systems Note the smali size of the drive 

motors. 

assembly of the motor and gear-mounting parts to guaran- 
tee that the pinion and the gear are paralleled. This assures 
that the load is distributed over the entire 8-mm face width. 
Low tooth wear is the result, 

The problem of thermal expansion of the Delrin gears was 
solved by a clever mounting scheme. An aluminum frame is 
used to mount the motor and gear on each axis. Since 
aluminum and Dejrin have different coefficients of thermal 
expansion, there is a problem of gear backlash changing as a 
function of temperature. Backlash must he minimized since 
it affects line quality [line closure]. The motor is mounted 
on a plate that is free to move with respect to the gear, This 
plate is restrained to the main aluminum frame by means of 
a Delrin expansion link [Fig, 2). The expansion link is 
located geometrically such that it moves the motor to and 
from the gear at the same rate the gear con t rat: Is and ex- 
pands with temperature, As a result any component of 
backlash caused by temperature variations is eliminated. A 
repeatability spa* Mkalhm of 0,05 mm is then attainable. 

The IDun-lmr dual-channel optical encoder is the feed- 
back element in the servo loop providing both positional 
and veliu ih information. Since the feedback element is 
if the motor and not out at the pen tip or on the paper 
surface the pen is actually plotting outside of theservo loop. 
A stiff rigid system is necessary to couple the motors to pen 
and paper so that the position Ifl rjol affected by resonances 
or loose tolerances outside of the servo loop. One potential 
problem is the drive cable acting as a spring in the pen 
carriage drive system. An initial concern was that the reso- 
nance of the cable would be so low that it would (rune close 
to file urn-Hz servo bandwidth. Waviness in the lines 
would have been the expected result. To stiffen the system 
nnl ruuvr tin- resonance Higher a double-stringing 
alque is used. This ifl accomplished in the same amount 
di space thai single stringing previously occupied. It i-vij.,- 
thing were perfect the resonance should be higher by the 
square roof ot L' The result is a resonance ni approximately 



230 Hz with the pen carriage all the way to the left-hand end 

of travel. As the carriage moves to the right one of the 
parallel springs is shortened and the resonance gets even 
higher. 

The cable used to drive the pen carriage back and forth is 
composed of a combination of 303- and 3 04 -stain I ess-steel 
strands wrapped in a " ~ ^undies of 19 strands e 

construction and covered with a nylon jacket. Fatigue life of 
the cable is an important consideration in selecting the 
drive pulley diameter. This leads lo the drive pulley being 
larger in diameter than the grit wheel and thus the different 
number of teeth on the respective drive gears, 
Servomechanism 

The most frequently encountered requirements for a 
high- performance X-Y plotter are accuracy, speed and Hne 
quality. The achievement pf the requirements here centers 
on the ability to control the movements of the pen and the 
paper. Servomechanisms are used to drive the plotting 
mechanism as desired under load and environmental varia- 
tions. X-Y plotters need two axis-position control servos. 
The servos control the pen and paper so that they follow 
input vector profiles. The pen and paper must reach the 
target position while the drive motors for each of the two 
axes i nnhuJ \ rlucit y mj that the pen follows the desired 
trajectory on the paper in real time. For accuracy, smooth- 
ness and the coordination of both axes, the servos should be 
insensitive to the parameter variations of the mechanical 
system, prime mover, and writing media. The servo 
bandwidth is frequently taken as a figure of merit for judg- 
ing performance. Through trie simulation and the analysis 
of the proposed mechanical system^ ihe 7580A was mod- 
eled as a second-order system and the bandwidth was ex- 
tended Up to 100 Hx. which proved to be safe from mechan- 
ical resonance. 

To control each state oi an inertia-damping second-order 
system, information of two states is necessary. Position and 
velocity are the observation and control states in this -\ .-- 
tern. The servo loop can be closed only with position feed- 
back. But it is difiif all to have loop gain high enough to get 
the required stiffness to desensitize the effect of load per- 
turbations because of the stability problem caused bv 
mechanical resonance. Many different styles of < lassual 
servo systems are available with ;■ single feedback, but they 
have contradictory problems: it the stiffness at the station- 
ary stale is enhanced to reduce the error at the final fmsi- 
lnni, the slew speed is sacrificed; if the slew speed is en* 
ha need, a stability problem emerges or the stiffness is sa< - 
rificed. The 75#UA obtains the position-feedback informa- 
tion from the optical shaft encoders which are easily inter- 
faced to the microprocessor* Velocity information is esti- 
mated from the encoder counts* 

Dual-Rate Sampled Data 

The 75S0A servo system (Fig, 3) is a dual-rate sampled 
data control system. In slow-rate mode. I lie position data 
Brora 1 he optical encoders on each molor shaft is provided to 
the processor, Following ihe necessar) calculations, the 
processoi outputs position command signals i orrospond* 
ing to the difference between the desire 1 ual posi- 

tions of the pen and paper \ fasl rate loop provides veloc- 
ity data for damping the system 
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Fig. 3. Block diagram of the 7 580 A servo control system 



One method lor obtaining velocity informal ion would 
have been the use of a traditional tachometer. This would 
have allowed a continuous and accurate measurement thai 
would have been easy to interface to the control electronics. 
However, the use of a tachometer was avoided because of 
troublesome motor-tachometer resonance and packaging 
difficulties. For digital plotters, estimating the velocity 
from an encoder signal is attractive because of hardware 
economy . To estimate the velocity, the time interval can be 
measured for a fixed count change or the count variation 
over a fixed lime period can be determined, The velocity is a 
nonlinear function of lime in the former case. This limits 
the implementation and performance. Tin-* 7"iHnA uses the 
latter scheme* For better estimation, a large count and a 
small time interval are preferable, but they are conflicting 
requirements for physical realization. If the interval is 
small, the resolution may not be satisfactory because not 
enough counts may be registered during that time span. If 
the interval is large, there will be a delay in obtaining the 
velocity feedback. This has an adverse effect lor damping 
the system, A large count requires a high-resolution en- 
roder which is costly. A compromise is necessary in overall 
system design. The 7580A uses a 5-kHz velocity sampling 
rate which is five times faster than the main sampling rate. 
The fine resolution is obtained by detecting every edge of 



the 1000 encoder pulses per revolution. This is equivalent 
to 4000 lines per revolution, hi addition to this multiplicity 
of encoder pulses, the high gear reduction between the 
motor and the shaft makes the motor run faster and gener- 
ates more counts per time interval. Thus, one position count 
amounts to 3, 124 fxm and at the maximum slew speed of 60 
cm/'s. 41 counts are registered for one velocity sampling 
period. To achieve the necessary speed in velocity estima- 
tion this is implemented in hardware. 

By line quality, we mean the fidelity of the plot to I he 
input. This is synonymous with dynamic accuracy. Tradi- 
tionally, plotter accuracy means static accuracy, that is. 
how closely the actual pen position agrees with the desired 
endpnint. These performances are directly related to the 
servo characteristics of both axes. The dynamic matching of 
the two axes is the key to line quality in the 7580 A. A large 
loop gain solves the accuracy problem and regulales the 
effect of load perturbation. The micro-grip drive and the 
high gear reduction reduce the effective load inertia, 
simplifying the matching, In most systems, the load inertia 
is dominant in the inertia term. In the 758QA, using gear re- 
duction makes the load inertia equivalent to the motor inertia. 
The 4g acceleration. GO em's slew speed and 0.025 mm 
resolution are achieved with a 100-Hz servo bandwidth. 
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Dual Bandwidth 

There is an inherent limit cycle problem with the digital 
velocity estimator. This is because the velocity estimation is 
done discretely rather than continuously. The limit cycle 
causes physical dithering and audible noise. The dithering 
does not deteriorate the plotting quality because it is mi- 
nute. But it can cause a wear problem, and the audible noise 
may be loud enough to bother the operator. When the pen 
and paper reach their target location in the 7 580 A, the 
processor changes the position command signal gain inter* 
nally and sends an endpoint control signal to the servo 
board. Then the damping path gain is reduced to make the 
servo bandwidth 60 Hz. This proves to be tight enough at 
the stationary position to hold the motors still and 
minimizes the dithering. 

To minimize the use of electronic hardware, a multiplex- 
ing scheme was chosen. Although this increases the com- 
plexity of the circuit, redundant hardware and data paths 
can be eliminated. There are two internal common buses on 
the servo board [Fig. 3], One is connected from the common 
I/O bus. The other is connected to the digital-to-analog 
converter (DAG). The buses are used to read the present 
position for the processor and to send the position com- 
mand signal and the damping signal to the DAC. The 
25-kHz multiplexer control signal sequentially enables the 
outputs of the X- and Y-velocity estimator and position 
error registers, applying their contents to tin: input of the 
servo DAC. These signals also enable the corresponding 
analog switches tor the sample-and-hold circuits. The tim- 
ing is such that the analog signal path to the sample-and- 
hold is completed 1,5 /us after the digital input is available 
to the DAC, The path is opened 1,5 pts before the input to the 
DAC is changed, keeping the DAC transient signals from 
reaching the sample-and-hold circuits. The lour sample- 
and-hold circuits retain the signals, X-axis position com- 
mand. X-axis damping, Y-axis position command and 
Y-axis damping. The outputs of the circuits go to the power 
amplifiers through the summing and gain control amplifier 
stages. 

There are two safety features lor plotter hardware protec- 
tion. One is implemented in firmware as discussed in the 
article on page 7. The other is done in hardware. A drive- 
system protection relay is inserted between the axis 
motors and their respective drive amplifiers. This relay also 
has a set of contacts to protect the pen-lift voice coil against 
overcurrent conditions, This relay Is closed by the proces* 
sor at power-on and opens automatically upon loss of the 
+5V or ± 22 V supplies, loss of the system clock, pen- lift coil 
overcurrent. or failure to respond to B sen ice request inter- 
rupt. This circuit completes the I unenl path to the drive 
Ots "iik when the detection circuit shows ao failures. 
Thus, even with an initial failure, the mechanism can be 
protected 

Troubleshooting the multiplexed circuit and the servo 
system is inherently difficult. To ease the troubieshool 
problem, there are three diagnostic LEDs (light-emitting 
diodes) on the servo board. One LED indicates the protec- 
tion relay si at us. while the other two LEDs are used to 
indicate which path lias trouble. By selecting tin? proper 
sell-test switch on the processor board, the processor 
the signal io the corresponding path or reads the position 



counts and calculates the velocity with the position count 
variation and feeds this into the position command path. 
With these operations and with LEDs and or an oscillo- 
scope, a troubled path can be identified easily. This capa- 
bility reduces the troubleshooting time and painful effort. 
The mechanical system, including the motors, was mod- 
eled on a computer and verified wilh an HP Model 5423A 
Structural Dynamics Analyzer. 
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Firmware Determines Plotter Personality 



by Larry W. Hennessee, Andrea K. Frankel, 
Mark A. Overton, and Richard B. Smith 



HE PERSONALITY OF THE HP MODEL 7 580 A 
Drafting Plotter Is determined by 48 K bytes of 
firmware as executed by a Z8002 microprocessor. 
The multilevel interrup! capability of the Z8002 allows Hih 
plotter to service the 1'Q. front panel, and axis-motor control 
algorithms upon time-driven and event-driven interrupts 
while processing commands from either the plotter's front 
panel Dt I/O in the background. The 64K-byte addressing 
space of the Z80U2 lets the plotter firmware contain twelve 
character sets, six each of two different fonts, as well as a 
1024-byte input buffer. Enough unused addressing space is 
available so that future enhancements to the plotter can be 
easily done by expanding the firmware. 

Three levels of interrupt are used. The highest-priority 
interrupt services a 1-kHz sampled-data servo system to 
control the two drive motors. It also monitors any front- 
panel activity. The two lower- priority levels of interrupt 
service the I/O. which can be either the HP-IB* or R5-232-C 
at up to 9600 baud. 

At power-on, the plotter initialization module deter- 
mines which of the two I/O hardware modules is installed 
and activates the appropriate firmware module. Because 
both I/O configurations are buffered and data is sent to the 
1024-byte input buffer or output from the output buffer 
upon demand, the I/O firmware module is independent of 
and entirely decoupled from the rest of the plotter's 
firmware. Because of the relatively small amount of code in 
each of the two I/O firmware modules, both are always 
resident so that the firmware and the processor/memory 
circuit board are the same in both I/O configurations. 

The 7580 A handles paper of various sizes. Paper loading 
and unloading is no more difficult than it is on a flatbed 

•Hewlett- Packard s inoiBmentation ol IEEE Standard 4S8 {1978} 




Frg. 1 From panel of the HP Model 7580A Drafting Plotter. 



plotter. These features presented challenges to the firmware 
design team. 

Unlike a flatbed device, which has a fixed platen with 
predetermined mechanical-travel limits for the axes, the 
effective platen size of the 7580A is a function of the size of 
the paper. The effects of this on the graphics setup parame- 
ters [character size, scaling, etc) have to be minimized. A 
way to align the plotter had lo be devised so that it can track 
lines on grid paper whose grid lines are not quite orthogonal 
to the paper's edges and therefore the platen edges. Because 
of the simultaneous motions of a pen along one axis and the 
paper along (he other axis, a convenient method for permit- 
ting the operator to interrupt an in-progress plot asyn- 
chronously for observation is necessary. Another major de- 
sign objective, underlying all other decisions, is that the HP 
7580A be backward compatible I o the rest of HP's HP-IB and 
RS-^2-C plotters. 

This last objective dictated that the Hewlett-Packard 
Graphics Language [HP-GL] be used as the interface com- 
munication language. Because of the many new and ex- 
panded features of the 7 5 BOA, new commands were added. 
The language syntax was made less stringent so that, com- 
pared to Other HP-GL plotters, fewer bytes of data need to 
be sent to the 7 580 A for any given plot. 

Backward compatibility introduced another problem. 
The standard vector endpoint resolution of HP's plotter 
family is 25 micrometres. This 25-micrometre distance is 
defined as one plotter unit, HP's other plotters are of a size 
such that any (vector] endpoint on their platens can be 
addressed in plotter unils by a positive two's-complement 
integer number expressible in sixteen bits. Thus, HP's other 
plotters are first-quadrant devices, In the case of the 7 580 A, 
the lengths of D- and Al-size paper are on the order of 90 
centimetres, or more than 36000 plotter units, a number too 
large to be represented as a positive twos-complement in- 
teger in sixteen bits. However, if the endpoint address in 
plotter units can be a positive or negative number, sixteen 
bits can represent numbers large enough to address every 
point on D- and Al-size. or even the larger E- and AO-size 
paper. Therefore, the 7580A + s plotter unit origin is placed 
In the center of the platen [that is T the center of the loaded 
paper). Thus, the 7 580 A is a four-quadrant plotter. Existing 
software and controller firmware written to drive HP's other 
plotters can also communicate with the 7 580 A through a 
common sixteen-bit two's-complement integer format. 

The front panel (Fig, 1) provides the operator with the 
means for locally controlling the 75 BOA. The front panel 
has twenty-two keys, eleven LED (light-emitting diode) in- 
dicators, a three-hexadecimal -dig it matrix display, and a 
joystick, The joystick is used to position the pen locally on 
the paper. The LEDs indicate the current operating mode of 
the plotter, whether there has been an I/O or graphics error, 
whether ninety -degree rotation is in effect, whether the 
plotter w r as told tn move outside the plotting limits, and 
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POWER-ON 



Parameter default 
values afe sei 



NOr-ncM 

Pmcft wheets are up; paper can be loaded 



CHART-HOtO Key 

Lower pinch wheels 



CHART-UNLOAD Key 
Raise pinch wheels 



NOT-ftEAC 
Proceed upon ke 



REMOTE Key 
Find paper s edges 
Move lo view position 
(Begin plotting) 



VIEW Key or Pi. 

P2. or AA Keys 

Find paper s edges 

Move to selected 

position 

{Wail on operator) 



CHART-UNLOAD Key 

Store pen 

Raise pinch wheels 



VIEW STATE 
Observe plot 
--» rem ' 



REMOTE Key 

Return to VIEW Key or HP-GL "NR " 

plotting Move to view 

position 



REMOTE STATE 
Process HP-GL instructions from buffer 



Fig* 2. Diagram of transitions between the 7530A's three 
operating states 

whether the plotter is expecting entry of a digitized point. 
Two LED indicators, in conjunction with the three-hexa- 
decimal-digit matrix display, also prompt the operator 
when pen force and speed parameters are being entered 
from the front panel. The three digits in the display indicate 
the current pen number and its respective force and speed 
values in normal operation. Additionally, they indicate a 
hardware malfunction, should one occur during plotter 
operation. 

The twenty-two keys let the operator enter pen force and 
speed values* select a pen. torn ninety-degree rotation no or 
off, enter scaling point positions on the paper [platen), align 
paper grid lines uith the plotter axes am:r the paper has 
been loaded, and set the mode nf tin plotter to one of three 
operating states; 

■ Not-ready, for paper loading and unloading 

• View, for asynchronous local interruption of an in- 
progress plot for operator inspection and/or optional 
modification of pen position or other parameters 

■ Remote, for fetching and processing fflP-GL plotting 
commands from the input buffer. 

The Operating state oi the plotter is controlled entirely by 
four of the t went y -two front-panel keys, Hem e, an uperator 
uses just these four keys in an environment where all plot- 
ting parameters are set via program control. The rest ol the 
front-panel keys, and all of the indicators and the foystii L 
can be ignored in such an environment. This can help 
minimize the amount of operator training necessary. 

A diagram of the plotter's operating stales, and the front- 

p I ki j y functions thai invoke state transitions, is shown 

in Fig, 2, All state transitions are invoked solely from the 



front pane! with one exception: a program can issue an 
HP-GL command that causes the plotter to exit the remote 
state and enter the view state. Because it takes operator 
intervention to force the plotter back into the remote state, 
and because the remote state is the only state in which 
HP-GL commands are processed, the program can thus pro- 
tect a just-finished plot from being drawn upon by a sub- 
sequent program before the operator changes the paper. 

A function mentioned earlier is the alignment of the 
plotter's axes with the axes of grid paper. This is exclusively 
a local function in that it can be accomplished only via the 
front panel. The axis alignment function is necessary only if 
the paper's grid lines, when loaded, are not orthogonal to 
the plotter's axes. Whether or not axis alignment should be 
done, or has been done, is not known by the program driv- 
ing the plotter. Good programming practice might require 
that the program send the operator a reminder to check for 
grid plotter axis alignment when grid paper is in use. 
Should axis alignment be necessary, the logical axes of the 
7580 A can be rotated a few degrees away from its actual 
physical axes so that the plotter's effective axes are ortho- 
gonal to the grid's axes, This is done by using the front- 
pam 1 ii *\ stii kit,- onjimi lion with r ";- axis-align pi P2 
and ENTER keys. 

Two other plotter functions are pen carousel initializa- 
tion and confidence test invocation. Whenever a carousel is 
mounted, it is handled as though an "initialize carousel" 
key on the front panel were pressed. The carousel is au- 
tomatically rotated so that its pen type (fiber-tip, roller-ball, 
or liquid-ink] and its occupancy state (actual number of 
pens in the carousel and where they are located) can be 
sensed and recorded. The 7 580 A then updates the occu- 
pancy state map every time there is any pen changing activ- 
ity while the carousel remains mounted. Whenever a new 
carousel is mounted that differs in type from the previously 
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Fig, 3, When the user-specified units (black grid above) are 
much coarser than the internal plotter umts the arc generators 
the 758QA smooths curves by temporarily altering the trans- 
formation coefficients Thus, instead of constraining curved 

lines to the user- grid intersections (colored dashed ellipse 
above), a more acceptable smooth plot (colored solid ellipse 
above) results 
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mounted carousel, a set of default values for pen speeds and 
forces is invoked. These default values can then be 
changed, either by the program or via the front panel, for all 
pens of the carousel or for individual pens in the carouse]. 

A bullon on the back panel invokes the plotter's in- 
ternal confidence test. To run the test, the plotter must 
have paper loaded such that it is in the not-ready stale with 
the pinch wheels down on the paper. Otherwise, the CON- 
FIDENCE TEST button has no effect. When the test is run, an 
exhaustive test plol is drawn on the loaded paper. The test 
plot can be inspected for line quality, retrace, pen concen- 
tricity, axis accuracy, and so forth to confirm satisfactory 
operation. No controller Is required to run this test since the 
internal firmware contains the commands to make the test 
plot. 

Firmware 

When the plotter is turned om it tests its ROM (read- 
only-memory) and RAM (random -access memory), checks 
an internal switch to see if some self-test is to be performed, 
initializes all the firmware modules, resets the hardware 
components, starts the one-millisecond processor inter- 
rupt, establishes the pen carriage position and enters the 
not-ready state. The plotter can then be set into its ordinary 
plotting mode, remote, via the front panel as discussed 
earlier and illustrated in Fig, 2< In remote, HP-CL com- 
mands in the form of a continuous stream of ASCII charac- 
ters are taken from the plotter's buffer for processing. 

When the I/O module is requested by the parser sub- 
routine to get a command character from the buffer, it First 
checks to see if any front- panel activity has occurred. If so, it 
calls the front-panel handler to perform the appropriate 
action before examining the input buffer, Thus, continuous 
I/O activity does not lock out the front panel because the 
front panel has a higher priority. 

The parser recognizes the HP-GL command set, which 
consists of two-letter mnemonic commands followed by 
optional parameters in the standard ASCII* character set, 
For example, AA 3000> 4000, 45. l: is an arc-absolute com- 
mand that directs the plotter to draw a 45 degree arc in 
;ii -degree increments centered about the point [3000, 
4000), starting at the current logical pen position. The 
parser converts such an IIP-GL command into a command 
number and a binary parameter list. An executive loop 
invokes the parser to get a command and gives it (and any 
accompanying parameter list] to the graphics module to 
dispatch the appropriate routine to do the command, 

To keep the code design straightforward and modular, all 
coordinate transformation information is kept in matrices 
instead of distinct variables, allowing a single high-speed 
transformation routine to perform all translation, scaling 
and rotation. This structure also permits the rapid 
coordinate-system changes needed for drawing arcs, 
characters, and dashed lines. 

Arc Generator 

The 75B0A contains a powerful arc generator. The arcs 
are composed of a series of connected straight chords. The 
length of a chord can be determined by either its subtended 
angle or a maximum allowable deviation from a true arc, 
Either of these methods can be selected through the HP-GL 

■irxSaTtf Code foT rntarmaitan fntei 



command set. In addition, if a user-spec: i I led unit corre- 
sponds to many plotter units [coarse scaling] the arc 
generator automatically smooths the arc — the endpoints of 
each chord are not forced to lie on integer- valued user-unil 
grid points, but instead lie on the true arc (Pig. 3). This 
smoothing is accomplished by temporarily dividing the 
scaling coefficients in the transformation matrix by a power 
of two to make the largest one of them equal to about one 
plotter unit in one or both axes. 

The arc generator accepts either a chord angle, or a 
maximum arc deviation from which it computes the corre- 
sponding chord angle. The resulting chord angle is de- 
creased if necessary to fit an integral number of equal- 
length chords in an arc To reduce processing time, all 
chord calculations are done using fixed-point integer 
arithmetic instead of floating point. 

All angles are converted internally from degrees to binary- 
angular-rneasure format (BAM) by the formula BAM = 
degrees, 3hf], and are stored as a 16-bit or 32-bit number. For 
example, 140 D is represented by .01 100011100011 10. 

The BAM format has the advantage that one does not 
need to use modulo 3 B0 arithmetic when adding angles — 
only a binary add is needed. This format also simplifies thr 
Fixed-point sine and cosine calculations. The relationship 
sin[X)=cos(X-90) becomes sin(X)=cos[X-4000i6), the 
input being IB bits. The cosine calculation uses the first five 
terms of Taylor's series (with some coefficients adjusted to 
improve worst-case accuracy), which requires five Ih-bit 
multiplies, 

The arc algorithm is: 

TItETA := 0: 

DO NUMBEK^OF_CHORDS TIMES 

BEGIN 
THETA ;= THETA + GHORD^NGLE; (32-bit add) 
X ;^ XCENTER - DX*CGS[THETA) - DY*SIN(T1IE "I A| 

[16-bit multiplies) 
Y : = YCENTER - DY*COS(THETA) - DX*SIN| THETA); 

(32-bit adds] 
DRAWtX. Y); 

FM): 
This algorithm has the properties that: 

All chords are of equal length 

Ac arc does not drift J hat is. the last chord ends at the true 

end point of the arc [iterative algorithms can drift) 

Chord endpoints are accurate to within one plotter unit 

for arcs of reasonable radii 
h Chord calculations involve only fixed- point arithmetic, 

which reduces processing time. 

Linetype Generation 

A new feature of the 7 580 A is its ability to draw adaptive 
dashed lines. Adaptive dashed lines are drawn such that an 
integral number of dashes will fit in a line. Integer arithme- 
tic is used to decrease processing time, and is assumed 
throughout the following discussion, i.e, all lengths are 
expressed as integral numbers of plotter units. The number 
of patterns drawn In a line is computed by 



N = 



[line length) 



[nominal user- specified pattern length] 



(1) 
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N is incremented by 1 if equation ( 1 ) has any remainder, The 
pattern length is then changed slightly by 



Pattern length 



(line length) 



(2) 



This is rounded down if not an integer, assuring that the 
drawn pattern length will not exceed the nominal user- 
specified length, In general. N does not exactly divide the 
line length in equation (2). The gap E = (line length) - 
(pattern length) is the amount the last dash-pattem would 
fall short of the line's endpoint (Fig. 4a). 

Some of the few plotters that will do adaptive dashed 
lines simply leave a gap of E plotter units at the end of the 
line. The 75S0's firmware avoids this annoyance by draw- 
ing the first E patterns [Fig. 4b) with an added length of one 
plotter unit, creating a small gap at the end of E patterns 
instead of a large gap of E plotter units at the end of the line. 
This assures that the last pattern will always end exactly at 
the line's endpoint, creating a uniform dashed appearance. 

For example, given a nominal pattern length of 10 ami a 
short line of fi,N is 1 and the pattern length becomes 8 ■ For a 
line 76 units long, N is 76' 10 = 7.6 which rounds up to 8. 
The pattern length for this line then becomes 76/8 = 9,5 
which rounds down to 9. The gap E=76-ttx9=4, thus the 
first four patterns are 10 units long and the last four pat- 
terns are 9 units long. 

Smart Pen Module 

The 7 580 A provides a variety of pen control features by 
means of the smart pen module (SFM) situated at the logical 
interface between the front -end graphics processing and 
the hardware-oriented vector generator. This module pro- 
vides the ability to control pen movement parameters, au- 
tn malic timeout features, and decision algorithms for pen 
tinn and .storing, A new feature allows the 7 580 A to do 
some buffering of pen actions to enhance performance. 

The automatic pen (AP) instruction allows the user to 
specify combinations of three smart-pen functions: 
1, Pick pen up if unused for x milliseconds 

Line Length 



I Pattern Length 



N x {Pattern Length) 



Gap E- 



First E Patterns 



Last N - E Patterns 



(Pattern Length) + 1 



Pattern Length 



Fig, 4. (a) If the length of the dash pattern for a line does not 
evenly divide tnto the length of thettne, the remainder causes a 
gap of length E at the end of the Itne as shown, [faj The 7 580 A 
avoids this by adding an equal part of the gap to a number of 
patterns at the start of the Itne. 



2. Put pen away if unused for x milliseconds 

3. Buffer pen selects until pen is needed for d 

The buffering of pen-select f SP) operations was motivated 
by observing a rather futile and embarassing bit of behavior 
on another plotter. When a multicolor dashed-line pattern 
was defined in software and generated for a vector which 
was clipped, the pen selects for the portions of the line 
outside the window were not weeded out when the line 
segments were clipped. Watching pen after pen being 
selected, brought to the edge of the window, and returned to 
the stall without being used made us realize that a pen 
select is not necessary unless a line is to be drawn with that 
pen. Thus the smart pen module maintains a "logir al pm" 
(last selected) and an "actual pen,' 1 and updates as needed. 
This feature can be defeated by sending the appropriate AP 
instruction, or by selecting a pen from the front panel. AH 
front-panel operations are done immediately upon recogtti- 
tion of the pressed key. The SPM also remembers the last 
pen requested that was present in the carousel at the time. 
This follows the "principle of least astonishment" by pre- 
venting the plotter from stopping when given a command 
in select a pen that is not present in the carousel. In this case 
the plotter ignores the instruction and continues plotting 
with the last selected pen that was available. 

In addition to the three functions listed above, a fourth 
function is used internally by the character generator and 
other graphics activities to request the SPM to buffer pen-up 
moves; the destination is saved and the move executed only 
when a pen-down move is needed. This enhances plotting 
speed by not wasting time moving the pen around when it is 
not drawing. The default case for the AP instruction is full 
user-selectable capabilities; for the occasional operation 
where the three SPM functions are not needed, they are 
easily defeated. The user is not allowed access to the bulier- 
Lrjfg of pen-Up moves because this would complicate the 
notion of current position. For example, if a move is buf- 
fered, what should the plotter output as the current act mil 
pen position and the current commanded pen position? 
Should the plotter catch up on buffered moves upon receipt 
ol Hie reset, or should they lie forgotten :' I '|nm initiation of 
front-pane] action, Bitch as joystick use, should the buffered 
moves be done? The code written for the joystick tries to 
the illusion thai the movement of the pen is directly 
related to the user's hand on the joystick. If the pen makes a 
sudden jump to a buffered position when the joysti' 
touched, that illusion is shattered, and manual operations 
hji h as digitizing points and aligning paper grids bei 
more complicated. Acting on the "principle of least as- 
tonishment." the bulfered-move feature is used internally 
to simplify processing elsewhere, but is defeated for user 
interaction, 

When the automatic pen-lift or recap features are 
selected, the number of milliseconds used Inr flie timeoul 
depends on the type of pen carousel last mounted and 
initialized. If the carousel type is unknown (none present at 
|niv\iT-ii|), or type not readable lircm.se the reflective cod- 
ing strips on the carousel are damaged or not present], the 
f>lott0C assumes thai the most fragile- type drafting pens. 
U|ir :i, are present, Liquid-ink drafting pens dry out 
rapidly, and so a ]5-second timeout is set for I hem. Fiber-tip 
and roller-ball pen carousels (types 1 and 2) USB a05 -se< mi id 
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timeout. This automatic feature is invisible to the user 
running remote programs, The plotter remembers the pen, 
logical position, and whether the pen was up or down, and 
executes a pen fetch and move to restore the state of the 
plotter upon receipt of the next command. Thus any com- 
mand is executed properly regardless of whether an au- 
tomatic timeout occurred or not. A pen whit J i is inserted in 
the carriage penholder by the user (rather than being picked 
from the carousel by the plotter) does not activate Lhese 
timeout features, The timeout is also defeated while the 
joystick is being used. These provisions are made to keep 
the automatic features from getting in the way of a manual 
digitizing operation. The digitizing sight does not need to 
be recapped and it would be disconcerting to have the pen 
holder suddenly race to the side of the plotter while osten- 
sibly under joystick control! 

Default values of force, speed, and acceleration are stored 
ior each carousel type, along with maximum allowed val- 
ues lor each. After experimenting with many pens on a 
variety of plotting media, the following defaults were 
chosen; 



IJU1-AULT FORCE 



SPEED ACCELERATION 



1 


4[34 grams] 


50 cm/s 


m 


2 


6(50 grams) 


60 cm/s 


4g 


3 


1(10 grams) 


25 cm/s 


4v: 


Max 


8(o ft grams) 


60 cm/s 


4g 



The FORCE number is related to the force in grams by the 
formula 8 x (FORCE- 1) +10 - force in grams. 

When a carousel is initialized, its type is read and a pen 
occupancy map is made. If the carousel is of a different type 
from the previously initialized one (or if it is the first 
carousel initialization since power-up), the default values 
for all three parameters are placed in the parameter arrays 
for each pen. A group of new HP-CL commands is provided 
to allow the user to program new parameters for each pen or 
for all pens. For example H FS: sets the default force for all 
pens in the current carousel. FS 5; sets pen force 5 for all 
pens. FS 5.3: sets force b only for pen 3. VS (velocity select) 
and AS (acceleration select) work similarly. In all cases, 
parameters greater than the maximum allowable value are 
replaced with that value and pen numbers greater than the 
number physically possible (8) result in the instruction 
being ignored. If a carousel is replaced with a carousel of the 
same type, the parameters stored in these arrays are not 

1, and the 
Die snd 

irogo 

b e ; 



lilted, This allows the user to pull the carousel, check or 
replace pens, and replace the carousel without having to 
respecify the parameters, The current pen number, force, 
and velocity (rounded to the nearest 10 cm/s) are displayed 
on the front panel. 

The OT instruction returns the current (last initialized) 
carousel type and a bit map of pen stall occupancy. This 
allows a sophisticated program to tailor its pen choosing 
according to what is available at the time. 

Character Generator 

In designing the character generator, we began by inves- 
tigating new and better character fonts to incorporate into 
the 7580A to upgrade from the fixed-cell stick font used in 
all of HP's other vector plotters, High on the design ot 
tives list was the desire to include a set with variable- width 
characters and variable spacing, because a set w r ith these 
features produces text with high aesthetic appeal. We also 
wanted to design a set based on arc segments as well as 
vectors so thai the coarseness of the characters is not tied to 
their size. Balanced against these wants were the 
constraints — the space allocated for firmware fonts was not 
infinite, the enhanced characters could no! be allowed to 
degrade character throughput, and any styles or features 
desired must be easily translated into some machine- 
storea ble/mac hi ne-executable forma t, 

There was also the explicit concern that the 7580A re- 
main backward compatible with the I IP 9872/7220 family of 
plotters, that is, that the set of HP-UL commands pertaining 
to labeling be retained and have the same meaning regard- 
less of font change, This requirement to "change but stay 
the same 1 ' had a major influence on the character generator 
development. 

Variable Spacing 

In a variable-spacing font, the spacing between any two 
characters depends on the characters on either side ol the 
space, The combination LT, for instance, will have very little 
space added between the characters because the concavities 
of the two letters complement each other. That is, there is a 
visual open space between the characters. In contrast, the 
combination ME will have a large amount of space added 
between the letters, because the juxtaposition of the two 
parallel verticals creates a crowded appearance, The goal is 
to adjust the spacing for any likely combination of letters so 
that the text appears to he evenly spaced to the eye, produc- 



Fig-5. The HP Model '7 '580 'A Draft- 
ing Plotter has two character fonts 
(a) Font with ramble spacing and 
the use of arcs for curved charac- 
ters (character set 10) (h) Font 
with fixed spacing and vector- 
drawn characters (character set 
is poem is from Lewis Car- 
roils "Through the Looking Glass "J 
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ing aesthetically pleasing and easy-to-read lettering. This is 
demonstrated in Fig. 5a* 

The spacing table is a two-dimensional matrix indexed 
by the letter on the left and the letter on the right. Building 
on the work of HP's Corporate Industrial Design group on 
variable spacing, which was based on fixed character sizes 
and limited to alphanumeric characters only, we converted 
the space table to the same primitive grid units in which the 
strokes for a character are defined, and expanded the table 
to include the large variety of foreign language and special 
symbols in the plotter's character sets. Placement of a sym- 
bol in a row was based on analysis of what kind of right- 
hand edge it presented to its neighbors; similarly, column 
placement depended on analysis of the left-hand edge nt the 
picture. We looked at solidness of fill, concavities and con- 
vexities, common subelements, and busyness when com- 
paring characters, but mostly it was the artists trained eye 
and intuition that made the selection. 

It is highly desirable to have numbers line up in neat 
■ nl i imni for applications such as the parts list on a mechan- 
ical drawing, regardless of the font or fonts selected for the 
drawing. Of course, this conflicts directly with the charac- 
terization of symbols based on their appearance, so the 
spacing table was modified especially for this purpose. The 
numbers were classified according to their width, so that 
they could be put into special categories. As a result the 
numbers relate to other numbers in a fixed-spacing manner 
while retaining aesthetically pleasing relationships with 
letters and punctuation marks. 

Another problem was trying to keep the size of the spac- 
ing table reasonable while still accommodating flie wfmi ta] 
cases of auto-backspace characters such as the tildes and 
umlauts in the foreign character setSn A negative space is 
required to center these characters properly over the pre- 
ceding character; Ensuring that every conceivable combi- 
nation would look centered presented a problem. The tilde 
is a good example. A lower case n and lower case m share 
the same row o f t h e sp a ce t ab to since th ey present Identical 
right-hand edges to the character following them n hut they 
are obviously different in width. To center the tilde over 
both of them is impossible unless we split ihe category, and 
that approach yields a table an order of magnitude larger 
than the one we wanted to use! We chose to compromise, 
and selected from each row in the space table the character 
over which the auto-backspace character was most likely 
to appear, and used that to determine the spacing entry in 
the tab la 



By working to reconcile the artist's point of view with 
that of the engineer, we were able to see the need for another 
enhancement to the character generator: adjustable spac- 
ing. In HP's previous plotters, the space between characters 
is scaled by the same transformation as the characters them- 
selves: if there is a half-character-width of space betw* : 
and B with 1-mnvhigh letters, there will be Ihe same ratio of 
space to letter with 15*cm*high letters. Aesthetically, this is 
wrong: the larger the characters, the less space that is 
needed for visually pleasing text. We could not adjust thcs 
internally and maintain backward compatibility with HP's 
previous plotters, so we added an extra spacing (ES) com- 
mand which allows the user to specify the space to be added 
(or subtracted) from spaces between characters and i 

The existence of variable- width characters or variable 
spacing means that operations such as centering a label are 
no longer as simple as counting the number of j'iii. 
characters and doing a character plot command to position 
the pen half that number of spaces back, Internally, each 
character in a \dr id ble-s paced font has its width, cent m id 
information, left spacetable index, and right spacetable 
index stored along with its picture. To implement the label 
origin (LO) command, the buffered label must be traced 
through, and the number of grid units for each character 
width and space looked up and accumulated so the exact 
string length can be determined. 

To help sophisticated users who need to do label posi- 
tioning beyond what is provided by the LO command, the 
1 1 is I ructions BL (buffer label), Oh (output label information h 
and PR (print buffer) were added to the instruction set. The 
command l3Lxxxxxxxxx<etx>: stores a label of up to 15U 
.n.:lers in the plotter's label buffer but does not print it. 
The 01, command can be used to obtain the actual length ol 
the longest line in the label buffer, converted to the units 
ihi! the character plot instruction uses. Also returned ire 
the number of printing characters and spaces I 
1 1. ii kspaces in that line and the effective number of 
linefeeds (LF-VT) in the buffer, This provides the user with 
the information needed to position the label as desired. 

In addition, the f)L command, used in conjunction with 
Him ES command, provides the means to slretGh or shrink a 
line to fit a known s] w eevenly without n-sortin^ to adding 
whole spaces between words or altering character size. Foi 
example, if it is known thai the lines to be justified are 
approximately B5 spaces wide, one would turn extra spac- 
ing off (ES;). buffer the line tobe justified (ULxxxxx* et\ ;}, 
and request an OL to receive LEN, NPM_.(.:NARS, N 
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Fig. 6, Effect of chord angle on character quality The letter B is drawn above for various selected 
chord angles The smaller the chord angle the smoother the arcs and the longer it takes tc write 

the character 
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Fig, 7. Relationship between 
arc-generated character plotting 
speed and the selected arc chord 
angle. 



LINES. The adjustment A: = (65-LEN).'(NUM_cnARS-l) 
is added to the spacing by using it as the first parameter to 
the ES command, and the label is printed with the PH in- 
struction* This sequence can be placed easily in a loop or 
subroutine to facilitate easy use. 

Compatibility Problems 

Implementing the new character sets revealed a whole set 
of problems pertaining to spacing and the relationship of 
the sizing commands SI and SR to the units ot spaces and 
lines used in the CP command. We had given free reign to 
the artists of HP Corporate Industrial Design (CID) in de- 
signing the characters and spacing of the several fonts being 
considered. It was not until one of the marketing support 
engineers tried running a prototype 75S0A with an HP-85 
Computer as controller that we realized that the ratios 

SPACE/CHARACTER WIDTH =1.5 
and LINK Ft;KD CHARACTER HEIGHT = 2 

which held for the 987 2 A Plotter character sets could not be 
changed because the HP-&5 firmware did its 1,0 RC [label 
origin) calculations based on these ratios. When designing 
characters based on rounded shapes rather, than oblongs, an 
interesting psychovisual phenomenon can be observed: for 
a letter such as uppercase S to appear to be the same height 
as uppercase T. the top curve of the S must actually extend 
somewhat above the level of the crossbar of the T. Our eyes 
seem to cue on area in preference to linear comparisons, in 
effect doing an integration. The IBM Selec trie™ -like 
character set we were trying out at that time was designed to 
produce visually correct characters, thus all of the curved 
capitals (S. O, C t etc.) were a shade taller than 1/2 the 
linefeed distance, and most of the letters filled more than 
2/3 of their space. The unacceptable result on the HP-H5 was 
letters overlapping lines or clipped off. 

As ROM release dead lines drew neat, we attempted to fix 
the problem in the code by scaling find translating the 
characters by a small amount to place them within the 
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2/3X1/2 box. Although the characters did not look quite as 
attractive with the new arrangement, which left much more 
space between the characters, they were still better than the 
slick set they were replacing, and quite acceptable to most 
of the engineers. The appearance of the output was, how- 
ever, totally unsatisfactory trj the artists at CID, who told us 
they could produce a much belter result with a different 
character set designed specifically to the new constraints. 
In two weeks' time, they presented us with a modern 
Eurostyle-likeset which we settled on as the default charac- 
ter set in the 7580A. The same set, slightly modified to use 
fewer vectors in the curved regions, was also selected for 
the 9872C/T plotter. Each character is based on a rounded 
square shape which fills up its box. lessening the visual 
impact of the larger amount of space between characters. 
LSince the curves are more squared, they do not exhibit the 
visual phenomenon mentioned above; the curved and Hat- 
topped letters both appear to be and are of equal size, and so 
can be confined to the 2/3 x 1/2 box. This set (Fig. 5b} has the 
additional advantage of looking good at very small sizes. 
Net result: a solution both the engineers and the artists 
could be happy with! 

There was no way lo reconcile the variable-width, 
variable-spacing set with the 2/3xi/2 requirement, so we 
decided to sidestep the issue by using the fixed set as the 
default set for those applications that needed the known 
spacing, and including the more complex set for new appli- 
cations. However, this set opened up a new problem area; if 
letters vary in width and in spacing, what does the SI or SR 
command specify the size of? Compatibility considerations 
led us to decide that the SI/SR commands still specify the 
size of 2/3 of a space and 1/2 of a line as used in the character 
plot command, but should that box be the size of the largest 
letter or a represent! ve letter, and if so + which one? As with 
many decisions, we let our eyes make the choice; fitting a 
capital A to the box and scaling accordingly resulted in 
capital letters being roughly the same size in both fonts. 
However, since most of the letters are not as wide as the A. 
text done in the variable-spacing font usually occupies less 
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space than text in the fixed font as shown In Fig. 5: hence 
the motivation for the OL command described above. 

Although not immediately obvious to most, the design of 
a character set to be used with variable spacing is not simply 
a matter of adding a spacing table to a previously designed 
fixed font. Our original desire was to include a font with an 
optional spacing table, and have an HP-GL command to set 
fixed spacing or variable spacing at the user's option. The 
problem with this can be seen most easily by comparing an i 
or 1 in the two sets (Fig, 5). In the font with variable spacing, 
the letter has almost zero width, and is situated at the far left 
side of its box; in the fixed -cell font, the letter is widened 
with serifs and more nearly centered in its box to eliminate 
wide gaps within words. 
Arc-Generated Characters 

The first consideration in designing characters based on 
arcs as well as vectors was to use the powerful arc generator 
code already written for the 7580A without giving up the 
Flexibility of the character generator with respect to 
parameters such as slant, size, and direction. This meant 
that, in addition to providing the arc generator with the 
center point, chord angle, and total angle for the arc, a way 
had to be found to apply the current character transforms to 
the individual chords of the arcs. The modularity to make 
this possible already existed: the arc generator works in 
current units, and the routine that takes vectors in current 
units transforms them to plotter units, clips them, and ships 
them out. looking in a global integer for the address of the 
active current-unit-to-plotter-unit (CUPU) transform matrix 
to use. The general transform is: 



[X Y l] 



x p A I) "I 
B E 
LCF 1 J 



[X' Y' l] 



If, for example, we have character size (WIDTH II Kit; I IT), 
slant SLANT, a direction specified by (RUN. RISE), arid car- 
riage return pom I (the origin of the character generator's 
grid system 1. 1 he transform matrix will beset upas follows: 



HYP - VRUN* f RISE 3 
CHCDS = RUN/HYP 

Ul:-;l\ RISK/HYP 



xs 



WIDTH (cm/character width) *400 [plotter units/cm) 
number grid units per character width in current tnut 
definition 



YS 



HEIGHT (cm/character height] *4Q0 (plotter units, 1 * ml 
number grid units per character height in current font 
definition 



A = XS * CHCOS 

B = XS x [SLANTx CHCOS - CHSIN) 

C - CARRIAGE RETURN X COORD (plotter units] 

I) = XS x CHS1N 

E = YS y, (SLANTx CI 1S1N - CHCOS) 

F - CARRIAGE RETURN Y COORD [plotter units) 

Switching between plotter units, user units, and the charac- 
ter generator's coordinate system is then basically a matter 



of transforming the set of variables representing the current 
logical and physical position from one system to the other, 
and setting the global pointers to the appropriate transform 
matrix and its inverse. The inverse must be available for 
reset applications to back out of the unit system into plotter 
unit coordinates. Although requiring a bit more coordina- 
tion between parts of the code, the flexibility gained by 
treating the character generator's parameters as a general 
transform greatly simplified the integration of the new arc 
characters. 

Since the vector font was stored as relative [incremental J 
vectors on a primitive grid, the arc font was designed to use 
relative vectors and relative arcs. The arcs are stored as 
center point (two signed bytes , relative to starting position J , 
total angle [a 16-bit signed fixed-point number, radix after 
must significant bit|. and end point (two signed bytes, rela- 
tive to center point of arc). The endpoint information was 
needed to convert subsequent relative vectors into absolute 
vectors. Rather than constrain the font designers to use a set 
of six or eight predefined arcs as in some arc fonts we 
studied, we instead allowed them to specify any arc with a 
starting point, center point, and end point coinciding with 
grid intersection points. We ended up with a grid resolution 
corresponding to 42 units, space by 7 2 units .'line, or 2 8 hv $ 
units over the area occupied by the uppercase letter A. This 
allowed for an almost infinite set of arcs, from the light 
circles of the period and % to the shallow' arc. almost a line, 
in the center of the Sk 

To make the arc characters more flexible, we added a user 
command to allow adjustment of the chord angle used to 
create the arcs. Chord angles greater than 45 degrees pro- 
duce unrecognizable pictures, and angle* essentially equal 
to zero are clear I y useless; any angle in between is accepta- 
ble, Thus the tradeoff between character plotting speed and 
character quality is in the user's hands (Fig- 6). Larger chord 
angles can be selected for quick checkplots and small letter- 
ing where the chords are less noticeable, while the smaller 
chord angles can he selected when the need is for higher- 
quality letters (especially at larger sizes] and plotting speed 
is less Important. 

There was some concern in the early stages of develop- 
ment that usin.n mote intricate characters — and especially 
generating all those chords in each character's arc 
segments — would degrade character throughput. Sim i 
were using a different processor, now hardware technology, 
and a different firm ware development language trnm any of 
nur plotter projects in the past, we really had no way to 
estimate ahead of time what our character throughput 
would be, Instead. we relied on a simple test: printing the 52 
upper and lowercase letters, 2,5 mm high. At this size, file 
9872A Plotter's character throughput was specified at 3 
characters per second. We were pleased to see that the 
fixed-cell Eurostyle vector font plotted at over 6.6 charac- 
ters per second even though it was defined on a A2-\)\-M 
grid compared to the 9872/Vs 4-by-8 grid and thus used 
more vectors, The art: Font's speed is plotted in Fig. 7. The 
coarse (45 degree) characters are done more than twice as 
fast as the fine (5 degree) characters, The chord angle at 
which both plotting speed and subjective fineness of the arc 
characters equal thoe« of the vector font Ls approximate] 
degrees. 
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We noticed an interesting problem with respect to the 
period, exclamation point, question mark, and so forth. So 
that they would not disappear al large sizes, these were 
designed as circles of one grid-unit radius, rather than dots. 
At the default chord angle of 5 degrees, this results in 72 
chords for each tiny circle! These circles taJte a noticablR 
amount of time to draw, and have both a functional impact 
on character throughput and a negative psychological im- 
pact on how the user sees the plotter. We did not want to fix 
these tiny circles at some arbitrary number of chords, how- 
ever, as the mismatch in curve quality in, say, a question 
mark's large curve and small dot becomes noticeable at the 
character size range used for wall charts and large plot 
titles. The solution uses the arc generators distance toler- 
ance mode for one-grid-unit circles if the character's width 
or height is less than 0.5 cm. This means that circles less 



than i'b4 cm in radius within characters are actually done 
as octagons. Subjectively, it is hard to discern greater curve 
quality at smaller sizes, and the octagon can be plotted fast 
enough to reduce the throughput problem. 
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New Language Tools Aid Plotter Firmware Development 

by Andrea K. Frankel 



Before work started on the firmware for the 7 580 A, the decision 
was made to use a high-level language for the task. Several of the 
project engineers are computer-science-oriented, and it was felt 
the time had come to take advantage of high-level languages for 
reasons of improved code readability and ease of code modifica- 
tion and debugging. The question was. which language? 

PASCAL was an obvious first choice. However, the versions 
available for microcomputers at that time were either interpretive, 
highly inefficient, or severely limited in features. The need was for 
a flexible but "ROMabte" Eanguage, close enough to the underly- 
ing machine to allow bit and byte manipulation, but sophisticated 
enough to lei the compiler shoulder the burden of routine detail. A 
language called ZSKL was chosen. Il was devised nvhouse on the 
metacompiler TREE-META by Lynn Wheelwright, of HP's Signal 
Analysis Division Debugging and custom tailoring of the lan- 
guage was a joint project, with both the designer and the users 
contributing bug reports, possible fixes, and suggestions for ex- 
panded features during the first six months of the language "s use. 

ZSKL is essentially an ALGOl-60 type of language with a usefui 
set of extensions which were added when needed Data types 
include byte, integer, double integer, real, complex, binary- 
coded decimal, alpha (string constants), and pointers, with full 
adoress arithmetic and indirection possible on pointers. A set of 
new intrinsics was added to the language which maps directly 
onto 1-5 assembly language instructions to aElow operations usu- 
ally available only at assembly level to be imbedded in more 
readable high-level code. For instance, the code 



INTEGER PENMAP.ACPEN 

WHILE TBIT(PENMAP,ACPEN) DO ACPEN ■ 



= ACPEN +1 



compiles as efficiently as writing it in assembly language directly, 
but is easy !o incorporate into a complex algorithm without obscur- 
ing overall control flow. Bit set/ clear/ test, arithmetic and logical 
shifts of bytes and integers, access to condition codes ("ff over- 
flow or carry then ..."), and block move instructions are exam- 
ples of Z8000 instructions whrch were included as intrinsics in 
ZSKL for ease of programming. 

The addition of eqwvalencmo, the address-of function, an as- 
semble statement for imbedding in-lme code, optional register 
allocation declarations, and a floating-point library to i\ie usual 
ALGOL features such as imbedded assignments, case and if- 



then-etse expressions and statements, and a variety of looping 
constructs made 28KL a handy tool That eased the task of writing 
iarge amounts of code. The parser, the command dispatcher, the 
bulk of the graphics (scafing. arcs and circles, dashed lines, etc.). 
the smart pen module and the character generator were all written 
m this language. The I/O and the servo driving routines as well as 
some mathematical routines in the graphics library were written in 
assembly language because of timing considerations and the 
personal preference of the engineers responsible 

The conclusions after using a high-level language for firmware 
development on the 758DA are generalfy favorable Major 
changes <n the firmware were made several times when the code 
was in the 95% -complete s^age, and the readability of the code 
helped make change both easier to implement and less danger- 
ous in its side effects. An emphasis on more generalized, 
parameterized routines resulted in a high fan-in for the low-level 
utility routines, which is desirable both (rom a space-saving view- 
point and also for minimizing the number of modules to debug, As 
expected, the high-level code did use a significant amount of 
memory space; however, this is no longer as important a factor as 
it once was. Modern 16-bit microprocessors allow for an address 
space of 64K even without extensions, and the cost of an extra 
ROM pair in the final product is not excessive. Since the process- 
ing speed and instruction power of microprocessors such as the 
Z8000 allow the use of the compiler's slightly less efficient code iii 
all but a few critical paths, the mam consideration is to plan for 
enough memory when the initial processor board layout is done. 

A problem encountered with code written in a high-level lan- 
guage is the difficulty of RAM entry-pointing; there is no 
straightforward way to accomplish this in high-level languages as 
they exist now. This points out a gap in the current computer 
language field; other than the spotty offerings from the computer 
manufacturers themselves and a few isolated software houses 
providing special-purpose tools, there does not seem to be a 
visible effort to provide a good high-level language tool for writing 
microprocessor-based firmware good in the sense of providing 
the language features, ease of use, and efficiency of object code 
we want, as well as easy conversion to ROM, After the experi- 
ences of the 7580 A project, other San Diego Division projects 
have selected high-level languages for all or part of their firmware, 
However, more work on appropriate tooss is needed before we 
can feel really confident: recommending it for general use. 
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Y-Axis Pen Handling System 

by Robert D. Haselby, David J. Perach, and Samuel R. Haugh 



TIM-; I)i;sif;N OBJKCIIVKS for the Y-axis pen han- 
dling system (Tig. I) of the HI* Modnl 7580A Drafting 
Plotter are to provide excellent dynamic perfor- 
mance characteristics while paying close attention to reiia- 
bilitv serviceability, and manufaclurability. A great 
number of design considerations are merged into the pea- 
lift, pen carriage, pen stable, pen capping, and Y-axis arm 



Pen-Lift System 

The pen- lift system in a high-quality plotter becomes as 
important as the position servos if drafting-quality plots are 
to be obtained. The importance is obvious. The position 
servos can move the pen in B perfectly straight line, but if 
the pen is bouncing or has the incorrect force, then a 
dra ft in equality line will not result, To obtain a quality line 
the pen must be lowered If) the plotting medium with a 

I ''lucily so thai pen-tip damage is eliminated and 
pen bounce is reduced I luce in mntm 1 with th« plotting 
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medium, the pen must be kept there with the optimum force 
for the combination of pen and plotting medium in use. The 
force and speed should be adjustable to handle different 
pen and medium combinations. 

The pen-lift mechanism ami pen carriage should be I 
enough so that the pen won't bounce or chatter as it writes. 
11 runs! have Juu mass to minimize the load on the drive 
motors and to keep the system resonance well out of range 
of the servo bandwidth. The supporting structure should 
withstand the inertia! forces caused by a 4g acceleration 
along the Y-axis, and not respond to perturbations caused 
k the writing medium, 

When the requirement pi high throughput is included in 
Ihe design goals, further characteristics are indicated. The 
first requirements are high acceleration rind high slew 
speed. However, this is only part of the picture. The time 
required to lift and lower the pen must be reduced if high 
throughput is to be realized. This becomes especially im- 
portant when plotting characters and dashed lines, which 
require a lot ut pen- It ft action. As stated above, the rate ol 
Impact of the pen with the plotting surface must also be 
controlled. This results in the following engineering 
tradeoffs. 

First, lor a fixed rate of descent, the time to drop the pen is 
directly proportional to the distance that the pen must drop. 
To reduce the pen drop time, the distance must be reduced, 
This reduced distant e implies tighter control of manufac- 
turing tolerances and precise adjustment of the height of the 
mechanism. Neither of these implications is desirable for a 
friendly (that Is, no tedious user-performed pen-height ad- 
justments), tnaruifactnrable plotter, The maximum rate of 
nt before pen damage occurs is related to the kinetic 
energy j '.^mv 2 ) of the pen and pen- lift mechanism. Reduc- 



ing the mass of the pen and the associated moving portion 
oi i In': f ten- lift mechanism allows the impact velocity to 
increase without increasing the kinetic energy, This also 
decreases the time for pen-lift action. 

Other requirements for a drafting-quality pen lift are: 
The pen-lift path ol motion should he vertical. This 
eliminates plotter position errors that would result if the 
writing surface is not perfectly flat. 
i The mass of the entire pen carriage should be reduced so 
thai ihe drive requirements for the Y-axis drive motor are 
reduced. 

The pen carriage should be driven at its center of mass so 
that the high acceleration (4g) does not excite resonant 
modes of the pen carriage structure, 

Pen-Lift Mechanism 

The combination of light aluminum investment castings 
and close manufacturing tolerances with careful magnetic 
circuit and bobbin design to minimize mass provides a 
strong, lightweight, high -performance, versatile pen-liil 
mechanism. 

The vertically moving mechanism (Fig, 2) consists of an 
intricate aluminum investment casting to which a plastic 
pen holder and voice coil bobbin are attached. Low-friction 
vertical motion is attained by use of a linear ball bearing 
fitted into this pen-lift arm casting- The mass of the pen-Hit 
arm assembly without a pen is 20 grams t hut with a full 
drafting pen the total vertically moving mass approaches 30 
grams. The shaft upon which the arm rides is hardened 
440C stainless steel, centerless ground to a diameter toler- 
ance of ±0*0025 mm to minimize mechanical play- 

The shaft is housed in another investment casting into 
which is pressed a very small radial ball bearing. This 



-Pen Carousel (not shown) 



Y-Axis Arm 



Y~Axis 
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Fig. 1. The Y-axts pen handling 
mechanism used m the HP Model 
7580A Drafting Plotter is a pen car- 
nage driven by a cable and drive 
pulley arrangement. The carnage 
is guided by a straight arm and 
cames a pen holder thai can pick 
and deposit pens m a carousel lo- 
cated at one end of the arm. The 
drive motor is digitally controlled 
with an optical shaft encoder pro- 
viding position and velocity feed* 
back information , 
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bearing restrains the pen-lift arm from rotating about its 
shaft, An extension spring loads the arm against this bear- 
ing and keeps the pen raised when the power is off- The 
linear actuator must overcome this spring force to apply 
pen- down force. 

The magnetic circuit of the linear actuator consists of a 
magnetically soft 10 IB cold-rolled steel voice-coil 
magnet and steel pole cap (Fig. 3). The cup and the pole 
cap. which has a conical depression to direct magnetic flux 
into the radial gap. are electroless nickel-plated to pp. 
corrosion of the mild steel. The samarium cobalt m 
material has an energy product of two million pascals, 
Rare-earth cobalt magnets possess the virtue of being ex- 
tremely powerful- they are ideal for applications requiring 
minimum mass. The entire cup assembly weighs only 19 
grams and develops over 100 grams of force per ampere of 
coil current. The voice-coil cup assembly fits into the pen- 
lift housing concentrically about the bobbin, which is pre- 
cisely wound with six layers of 32 AYVG self- bonding mag- 
net wire. To achieve maximum efficiency from the voice 
coil the bobbin must fit into the magnetic air gap as closely 
as possible without contacting the cup, Therefore the 
machining tolerances on the two investment castings are as 
small as ±0,03 mm, 

To the front of the housing is screwed the injection- 
molded panel that holds the optical position sensors. One 
integral assembly carries power to the bobbin coils and 
position sensors. It is plugged into the left end of the plotter 
using a printed circuit board termination reflow-soldend to 
one end of the ten-conductor trailing cable. These two com- 
ponents are the same as those used in the I IF Model 7 225 A 
Plotter. 1 The trailing cable, with a fatigue life of over five 
million cycles, is reflow-soldered at the other end to 
another printed circuit board which is attached to the pen 
carriage by two screws. This is a special flexible cin m r 
board fabricated with Kapton [M insulation and fiberhnurd 
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Fig. 2. me pen-tift mechanism moves the pen vertically on a 

Itnear ball bearing guided by a stainless steel shaft The pen 
holder is made of ptasttc and is electromagneticaiiy driven by 
a voice coit and magnet arrangement The pen-height sensor 
consists of an angled flag and an LED-phototransistor pair 
{see Fig. 5) 
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Fig. 3. Unear actuator magnet, voice-coil cup, pole cap as- 
semoiy, ana voice-eotl bobbin for pen- lift mechanism. 

backing. Where there is no stiff backing the Kapton insula- 
tion and copper conductors are able to bend or flex. The 
voice-coil bobbin is adhered to the end of one flexible 
segment and its wires are soldered to exposed tinned con- 
ductor pads. At the end of the other segment are soldered 
the optical position sensor components, snapped into their 
plastic panel, and two small pens on the sensor panel are 
captured by holes in the circuit board to attach the panel to 
the board. Lastly, a magnetic reed switch is soldered to the 
stiffened portion of the circuit board* This component is 
ust'd to sense I he position of the movable right-hand pinch 
wheel during Initialization, thereby determining the width 
of tin? paper in the plotter, A magnet in the pinch -wheel 
housing causes the reed switch to close whenever the pen 
carriage passes over the pinch wheel* This information is 
sent to the 7 580 A system processor via the trailing cable 
(see page 10), 

During assembly of the pen carriage, no electrical termi- 
nations nned to be made, It is necessary only to screw the 
flexible circuit assembly and the pen- lift assembly to the 
pen carriage t the bobbin onto the pen-lift arm. and the 
sensor panel to the pen- lilt housing, Next, the voice-coil 
cup is inserted into the housing and held in place by a 
beryllium-copper leaf spring. This ease of assembly and 
disassembly greatly enhances the serviceability of the unit. 
The pen lift has been tested to confirm that it meets the 
lifetime goal of fifty million up/down cycles, The test was 
stopped after seventy million cycles with little apparent 
reduction in perform.] in <■ 

Pen-Lift Control System 

This system [Fig, 4| is host described as a closed-loop 
adaptive servo system. It uses an optical position sensor to 
sense the linear actuator position relative to the pen-lift 
carnage frame, The position sensor consists of a Jight- 
iTnittinK-diode (LED) and a ifhutoUansistur i\xn.\ inhi the 
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Fig. 4. Block diagram of pen-lift control system, 



pen-lift housing such that the optical path between them 
can be partially occluded by a small flag attached to the pen 
actuator. The flag is angled by 30 degrees to increase the 
mnuunt of actual travel relative to the LED-phototransistor 
pair as shown in Fig. 5. The optical sensor is temperature 
compensated so that the phototransistor output current is 
not sensitive to temperature changes that affect the optical 
output of the LED. The output of the position sensor is 
inverted and stored in an analog sample-and-hold circuit. 
This microprocessor-control led circuit stores the pen posi- 
tion just prior to the last pen lift and thus represents I he 
approximate height of the writing surface in a region close 
lo I he position of the last vector end point. How this is 
used will be discussed later when the pen-drop cycles 
are described. 

The control system operates in four different 
microprocessor-controlled modes. The first mode is a 
cascade-compensated position control loop. This is used to 
raise the pen during pen-lift operations, The input signals 
for this loop are controlled by switches Bt and B^i. When 
both switches are open the control system lifts the pen until 
the optical sensor output is approximately zero. The sensor 
offset control is adjusted so that this position is about 0.25 
mm below the upper mechanical limit of travel. This is the 
full lift position of the pen-lilt. To lower the pen a velocity 
control loop is implemented by closing switches B3. B4, B5. 
B6 and B7 while at the same time opening all others. Switch 
B3 disables the position control loop by setting the position 



loop gain to zero. In the velocity control mode T switches B5, 
B6 and B7 apply a force input while switch B4 enables a 
velocity feedback signal. After 10 ms, switches B5 and B7 
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Fig. 5. A ttag attached lo the pen-lift arm t$ used to sense the 
vertical position of the pen (see Fig. 2) As the pen moves up 

and down the ttag blocks varying portions of an infrared beam 
between an LED source and a phototransistor detector 
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are opened. This results in a high initial velocity for the first 
10 ms and a slower constant velocity until the pen contacts 
the platen ( Fig. 6a|. This time may be as short as 20 ms worst 
case if a long pen and a high spot in the writing surface 
occur at the same time. However, since this ts not known 
a priori , a full 40ms delay must elapse before applying the 
programmed writing force and commencing lateral pen 

motion. 

Eight levels of writing force are set by microprocessor 
control of switches B5. B6. and B7. These switches are 
connected to binary-weigh ted current sources which are 
applied to the input of the current-controlled current- 
source output amplifier. This results in a constant pen force 
since the voice-coil force is independent of position. Other 
inputs to the output amplifier are the force bias adjustment 
and the power-off pen-up spring compensator. The spring 
compensator circuit feeds back a signal that is proportional 
to the actuator position and minimizes the effects of the 
power-off pen-up spring upon the command force. This 
adjustment and the force bias adjustment are required since 
tolerances of springs are generally not closely controlled. 
Once the commanded force is applied, an additional 5 ms is 
allowed for settling before lateral pen motion is started. 

When the microprocessor sets the force, it also closes 
switch B3 t which disables the position loop, and switch BO. 
which sets the platen height sample-and-hold circuit to the 
sample state. This circuit's output now follows the pen 
position as the pen moves in the lowered position. 

When the end of a vector is reached and a pen-up com- 
mand is encountered, the following state changes take 
place. First, the platen-heiglu sample-and-hold circuit is 
placed in the hold state by opening switch BO. This stores a 
voltage that represents the present platen position, The 
force input switches (B5, B6. and B7) are also opened. 
Finally the position loop is enabled by opening B3 and 
closing Bl and Wl, This causes the pen to lift about 0.64 mm 
above its last pen-down position (Fig. 5b). This lift requires 
only about a 3-ms delay before lateral movement with the 
j leu up can begin, tftbe pen-up time caused by a long move 
or no further commands lasts longer than 100 ms, the pen 
position control loop 10 modified by opening Bl and B2. 
This modification results in the pen's being lifted to the full 
up position [Fig. 6c] and to the state at the beginning of this 
discussion. If the pen-up time is less than 100 ms. the pen 



drops at the slower velocity, but this time the approximate 
distance is known and the combined drop and settling time 
is only 20 ms, which shows that plotting involving short 
pen-up moves saves about 25 ms per pen-lift cycle. One 
hundred milliseconds corresponds to a lateral pen-up move 
of about 6 cm and the assumption is that the platen ir- 
regularities are smooth enough that the pen heigh! will not 
change significantly in less than that distan 

A safety shutdown circuit is included in the pen-lift drive 
circuitry to prevent damage to the voice coil by excessive 
power dissipation that could be caused by either a mal- 
function or misadjustment of the pen-lift control system. 

In summary, time spent lifting or lowering the pen in a 
high-speed plotter is time not spent plotting. The adaptive 
features of the design reduce the time spent lifting and 
lowering the pen when the plotting task is pen-lift inten- 
sive. The actual pen-lift rates (just pan-up and pen-down 
commands) are 36 cycles per second for the short-lift cycle 
and about 17 cycles per second for the high-lift cycle, 



Pen Stable Carousel 

To provide writing speed, pen acceleration and I ine qual- 
ity the writing system must be rigid and have minimum 
mass. Carrying more than one pen on the pen carriage 
would substantially increase the mass of the pen carriage 
and thus the response time of the plotter. Thus, to have a 
multiple-pen option some means of easily exchanging the 
pen on the pen carriage is required. 

The pen carriage on the 7 580 A. unlike flatbed plotters. 
can move only along a single axis. The well-tested 
changer mechanism used in HP's 9872A Plotter family 
could not be used in the 7580 A because it requires motion of 
the pen carriage in both tlu i X and V axes. The new pen- 
changer mechanism uses the linear motion of a rigid pen 
holder attached to the pen carriage and the rotary motion of 
a round pen stable or carousel. 

The pen holder supports the pen at three points, two of 
which arc fixed points, and the third is a pivoted lever 
which exerts a force of 907 grams on the pen body. This 
configuration offers maximum stability of the pen and in- 
sures a vibration-free pen even under high acceleration and 
writing speed , 

A fj-mm-wide Hag on the bottom of the pen holder is 
designed to break a light beam when the pen lu>!<i 
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Fig, 6, Pen lift sequences (a) 
After a long move {greater than 
100 ms) the pen is dropped until 
the surface of the ptaten is con- 
tacted. The position of the pen is 
then stored as the current platen 
height (b) During short lateral 
moves the pen is lifted a smaller 
distance above the current ptaten 
height and then dropped after the 
move to the same platen freight, 
(c) If a pen-up move takes ionger 
than 100 ms. the pen is raised to tts 
futf up position and the sequence 
in (a) is used to drop the pen after 
the move and to determine an up- 
dated platen tit 
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Fig. 7. Ren exchange cycles, (a) Picking a pen from the 
carouse/, (b) Depositing a pen in the carousel Note the in- 
teraction of levers A and B during each cycle, 



positioned beyond the left edge of the writing area. The 
point where this light beam is broken is recognized bv die 
plotter as the initialization position for the pen carriage. 
The ramps on the pen holder aid in aligning it with the 
carousal when picking and depositing pens. 

The pen carousel is designed to holdup to eight pens and 
automatically cap the ones that are not in use. In (he 
carousel the pens are held in a manner similar to that used 
by the pen holder. The carousel is placed outside of the 
platen area to reduce the length of the Y arm and the pen 
carriage drive cable, The pen holder reaches out through 
the side plate into the carousel to pick or deposit a pen. 



The carousel is driven directly by a step motor, eliminat- 
ing moving mechanical parts like belts and gears. To gain 
higher resolution for the angular position of the carousel , 
which is important to a smooth pen-picking operation, the 
step motor is operated in the hall-step mode, 

The carousel rotates in Hither direction to choose the 
shortesl path lo present the selected pen to the pen holder. 
When a pen is to be deposited back in the carousel it rotates 
in the same manner to present an empty stable space to the 
pen holder, 

There are three different carousels, one for each type of 
pen; fiber-lip, roller- ball and liquid-ink drafting pens. Each 
carousel is coded by using reflective aluminum strips 
mounted on the lower part of the carousel. The 75BOA f s 
microprocessor uses reflective light sensors to read this 
code and differentiate between the three carousels. The pen 
force, acceleration and speed are set to the optimum values 
for each type of pen automatically. 

The exchange of a pen between the pen holder and the 
pen carousel is done in the following way. When a pen is to 
be picked the empty pen holder travels toward the carousel. 
Before passing the left-hand side plate to get to the carousel 
area, the 758QA*s microprocessor checks for the presence of 
a pen, both in the pen holder and the selected pen position 
in the carousel. If there is a pen in the pen holder, which can 
happen only if someone deposited a pen into the pen holder 
manually, or if there is no pen in the carousel in the selected 
position, the plotter will ignore the order to pick that pen, 
The same thing will happen if the operator orders the plot- 
ter to deposit a pen in the carousel when all eight pen 
stations are already occupied. 

When the empty pen holder starts to penetrate into the 
carousel, lever A acts as a wedge between the pen body and 
lever B {Fig, 7a), At that time the pen holder body, surface C, 
comes in contact with the pen which supplies a reaction 
force to eliminate turning of the carousel, As the pen holder 
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Fig. 8. Pen exchange and cap- 
ping mechanism. The shaded 
dashed outline areas indicate the 
post t ion of the actuator, fork, pen 
holder, carousel, piston and cap 
when a pen is being picked from 
or deposited into the carousel. 
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penetrates deeper into the carousel, lever B slides along the 
back of lever A. When the pen holder penetrates deeply 
enough the pen snaps into its new position in the pen 
holder. As the pen holder withdraws from the carousel with 
the pen, lever B assumes the empty position. When the pen 
is deposited back into the carousel the same process is 
reversed (Fig. 7b) + Lever B acts as a wedge to peel lever A off 
the pen and grab the pen away from the pen holder. 

Pen Capping 

One area where a design contribution was necessary is 
the drafting-pen design and the pen capping and storing 
mechanism, Highly important was finding an attractive 
solution to the problem of rapidly drying liquid-ink draft- 
ing pens. These pens are known for superb line quality, 
lines very dense and constant in width, but at the same time 
were hard to use on a plotter because of the constant 
operator attention required just to keep the ink flowing 
when needed. The 7580A offers the customer a new draft- 
ing pen design and an automatic capping system that keeps 
the pens ready to use after not being used for 24 hours and 
more. The drafting pen and its cap are designed to prevent 
any air penetration to the pen tip or its air- vent channel 
when the pen is stored in the carousel. The roller-ball and 
fiber-tip pens are also stored capped in their carousels. 

Pen caps are part of the carousel and as such continue to 
cap the pens when the carousel is pulled out of the plotter; 
This allows the operator to use any kind of pen available for 
the 7580A without the need to cap the pens manually when 
the carousel is stored out of the plotter. 

The automatic pen capping mechanism of the 7580A 
does not use any active elements like motors or solenoids* 
The motion of the pen carriage operates it. When the pen 
carriage moves toward the carousel to deposit a pen it 
pushes and rotates the actuator lever (Fig. H). A cable con- 
mti.ts the actuator and the fork so that the fork moves as the 
actuator does. The fork then pushes the carousel's piston tor 
the desired pen down, lowering the pen cap and clearing 
the way for the incoming pen. After the pen is deposited 
into the carousel the pen holder withdraws from the 
carousel area, the pen carriage releases the actuator lever, 
and the fork returns to its original position, releasing the 
piston and thus capping the pen, 

When a pen is to be picked the actuator lever and fork 
behave the same way to push down the respective piston. 
The cap is lowered enough to allow the pen to be picked and 
carried away by the pen holder. At thai time the actuator 
lever is released and the fork and the cap return to their 
original positions. 

The fork is designed to perform two more functions: it 
aligns the carousel to the exact picking location and it locks 
the carousel in place during the pen exchange cycle, This 
way, even if the Step motor misses a step, the fork will return 
the carousel to the desired position and thus cancel the 
motor's error. 

Y-Axis Configuration 

Because of the need for a massive support bar for the 
X-axis pinch wheels, the geometry of the micro-grip drive 
was nol optimum for the pen carriage system design. Struc- 
turally and dynamically, the Y-axis arm should be directly 
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Fig. 9, The pen carnage is mounted on the Y-axis arm by tour 
bearings on the front of the arm and two preloaded arms 
pressing four Detrin™ wheels on the back of the arm. Two of 
the front bearings and one of the arms wtth two Delrin wheels 
are shown in the end wew above. 

adjacent to the pen-lift housing to allow maximizing the 
stiffness and minimizing the mass of the pen carriage struc- 
ture. But the bar that bears the 5.4-kg loads from the pinch 
wheels has to occupy that space. The Y-axis arm, which has 
to be separate from the pinch wheel bar to prevent cross- 
coupling of the axes, is 1 orated just above the pinch wheel 
support structure. Careful attention was given to laying out 
the geometry to allow for driving the pen carriage close to 
its center of mass, This minimizes inertial moments on the 
carriage arising from 4g acceleration along the Y-axis, 

The Y-axis arm is fabricated from two machined 303* 
stainless-steel bars screwed together and I hen crush 
ground. The two bars are necessary to provide a cross- 
section stiff enough to resist transient vibration and bend- 
ing from drive cable tension. The crush grinding process 
accurately forms bearing surfaces straight to within 0*08 
mm over the 850-mm length. 

The pen carriage is guided along the front of the Y-axis 
arm by four radially preloaded ball bearings oriented to 
constrain the carriage from rotation aboul both the X-axis 
and the Z-axis of the plotter. Two pivoted preloading arms 
(Fig. 9) carry four bearings pressed into Delrin IM wheels 
riding on the back side of the Y-arm bar and constraining 
the carriage against Y-axis rotation. Preload force is 
supplied by coil springs snapped into pockets in the car- 
riage and the preloading arms. 

The 952-gram radial preload force on the guide bearings, 
along with the small gravity bias and inertia I reactions, 
produces a maximum shear stress of 4,7:*1U K N/m : at a 
distance of n.OfJBH mm below the ground bearing surface of 
the Y-arm. The fatigue life of this surface is therefore well 
over an order of magnitude greater than the design goal of 
I wo million cycles. As for the bearings, calculations show 
that the BIO life is two orders of magnitude greater than the 
required 1100 kilometres of travel under worst-case as- 
sumptions. Extensive life testing has confirmed the reliabil- 
ity of the pen carriage guiding system, 

The Y-axifl motor, encoder, drive gear and drive cable 
sheave are mounted at the right end of the arm [Fig. 1), The 
drive cable, strung as two cables in parallel to double the 
effective spring constant, wraps around the drive sheave at 
the right, passes along the back of the arm T and continues 
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around the return pulleys at the left. The doubted-over ends 
meet in the front at the drive cable bracket, looping over two 
small sheaves which serve to equalize cable tension in the 
various segments. 

The pen carriage is Fastened to the drive cable bracket by 
two screws. The entire Y-axis system can be removed from 
the plotter as an integral unit without unstringing the drive 
cable and with or without the pen carriage. The pen carriage 
can be removed with the Y -axis arm in place. These options 
greatly enhance the overall serviceability of the 7 580 A. 

Th e coeff i c Lent of thermal expansi on of t he sta in I ess steel 
Y-axis arm is matched to that of the drive cable so that cable 
tension will not change over the 7S°C operating tempera- 
ture range* However, because the aluminum platen ex- 
pands at a different rate, the Y-axis arm is pinned into a 
mounting plate screwed to the left side plate of the plotter. 
This arrangement compensates for the different thermal 
expansions as well as allowing for adjustment of the paral- 
lelism between the micro-grip drive shaft and the Y-axis 
arm to within 0.05 mm. 

Pen Carriage Dynamics 

As mentioned above, the geometry of the micro-grip 
drive forces the Y-axis arm to be Located farther away from 
the pen- lift housing than desired. The die-cast pen carriage 
is the structural link between the guide bearings/Y-axis arm 
interface and the pen -lift assembly. As the distance between 
the two increases to accommodate the pinch wheel bar, the 
mass required to provide the necessary stiffness for vibra- 
tion resistance also increases. Extensive use was made of 
the 1 IP Model 542 3 A Structural Dynamics Analyzer during 
the development of the 7 580 A to investigate the nature of 
the dynamic load responses of the pen carriage system. 

Accelerometer studies yielded transfer functions that 
show system resonances. The information was used to en- 
sure that material was placed only where required to add 
stiffness to the casting. In particular, the height of the four 
ribs across the top of the carriage was increased by 2.0 mm, 
eliminating a complex torsional mode excited by Y-axts 
acceleration. Vertical (Z-axis) acceleration of the pen- lift 
arm had excited a bending resonance at 180 Hz which was 
reduced to an acceptable amplitude by this addition of 
material and by increasing the thickness of the front face of 
the carriage. 

The configuration of the Y-axis radial guide bearings 
evolved as a result of an earlier similar investigation. By 
using the 5423A and a bench test fixture, several resonant 
modes were eliminated by changing to this configuration 
from a V-groove arrangement before the carriage ever drew 
a line on the plotter. 
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X-Axis Micro-Grip Drive and Platen Design 



by Ronald J. Kaplan and Robert S. Townsend 



THE MICRO-GRIP DRIVE MECHANISM is the design 
foundation of HP's 758QA Drafting Plotter, enabling 
it to provide excellent performance at a low cost and 
be easy to use. Small grit-covered wheels move the draw- 
ing medium along the X-axis of the 758QA, thereby replac- 
ing the heavy, bulky components used in other plotters 
with a low-mass, low-inertia drive mechanism. This de- 
sign permits the use of lighter parts and smaller, less ex- 
pensive drive motors while retaining high reliability and 
plot quality. 

Micro-Grip Drive 

hi the 75 80 A two opposite edges of the drawing medium 
are held between a pinch wheel and a cylindrical roller 
whose surface is coated with a layer of grit particles (Fig. 1). 
When the grit-covered roller is rotated the points of the 
particles make thousands of tiny impressions in the back 
surface of the drawing medium during its first pass through 
the plotter. These impressions are discernible* but not obvi- 
ous to the naked eye. When the drawing medium makes 
additional passes through the plotter each impression 
realigns itself with the same grit particle that created it, in 
effect behaving like a miniature sprocket drive system. This 
phenomenon provides the accurate registration required of 
a drafting plotter 

There are many differences between a prototype machine 
that muves paper repetitively most of the time and a 
finished product that can move virtually any medium reli- 
ably with absolute repeatability* By absolute repeatability 
we mean that each grit particle will realign itself within the 
impression it made in a previous pass of the medium over 
the grit wheel. When the engineers at 1 IP's San Diego Divi- 



Hl_« ^F . 



sion were first introduced to the grit-wheel drive concept it 
was in the form of wheels covered by thin strips of 

sandpaper. These wheels were pressed into the plotting 
medium by cast rubber rollers. The problems associated 
with sandpaper-covered wheels were generally inherent 
weaknesses in the backing material of the sandpaper. The 
problems ranged from the cracking of the resin adhesive 
when the sandpaper was bent around J he aluminum wheel 
to variations in the backing thickness. 

If you try to push a grit particle into a sheet of polyester 
film by pushing down on it with a piece of cardboard don't 
be surprised if you dent the cardboard instead. By adhering 
the grit directly to the wheel and eliminating the paper 
backing a much more reliable and consistent system is 
produced. 

As the grit-wheel investigation continued certain 
parameters proved to be major difficulties in the manufac- 
turing of grit-wheel systems. These were: 
» Grit- wheel tracking (repeatability) 
■ Grit- wheel life 
m Grit- wheel accuracy 
- Pinch -wheel geometry and parameters. 

The first decision made was what materials to make the 
grit wheel from* Our system model showed that for absolute 
repeatability a large proportion of the particles needed to 
have points with subtended angles that were less than a 
critical angle. This critical angle is a function of both the 
particle material and the plotting medium material. The 
particles also need to be made of a material hard and tou^li 
enough to deform the extremely durahle polyesler filois 
permanently without excessive dulling. Alter looking at 
many different materials ranging from crushed walnut 
shells to diamonds and cubic boron nitride it was decided 
that aluminum oxide had the best combination of desirable 



Fig. 1 . The micro-grip drive used in the HP Model 7580 A 
Drafting Plotter moves the plotting medium along the X-axis 
by pressing the medium against a grit-coveted drive wheel 
with a pinch wheel. 




Fig. 2. Aluminum oxide grit shown at a magnification of 132 x . 
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Fig. 3, Grit indentations in potyester film shown at a magnifi- 
cation of BO *. 

properties. Aluminum oxide is one of the hardest materials 
known lo man, trailing only silicon carbide and diamonds. 
It is also tougher than silicon carbide, Anolher feature 
of aluminum oxide is that it has a eorichohlal fracture, 
that is, when it does fracture il leaves sharp points and 
edges (Fig, 2) which make suitable impressions in polyester 
film [Fig, t). 

Another factor in repeatability is the number of particles 
per unit area. If the number is low, not enough particles will 
be in contact with the platting medium lo transmit the 
required forces. If the particle density is loo high, excessive 
force is needed to create the pressure required to deform 
polyester film. 

Accuracy requirements for the 75A0A are such that the 
grit- wheel pilch diameter needs to be held to an absolute 
tolerance of ±0.025 mm. To achieve this tolerance many 
factors must be controlled, The grit particles are screened 
through sieves until a uniform particle si?;e distribution is 
achieved. Adhesive thickness is controlled to assure that a 
consistent amount of grit is picked up. Particle density also 
plays an important role in pitch diameter tolerance. The grit 
is applied to the two wheels used in one 7580A at the same 
time to reduce the difference in pitch diameters between the 
two drive wheels. 

The pinch wheels presented an entirely different prob- 
lem. Material selection was to optimize characteristics of 
hardness, compression set abrasion resistance, hysteresis 
energy losses and temperature effects. Material hardness 
and geumelry determine the size of the contact area with 
the grit wheel, This contact patch has a large effect on some 
very critical parameters. Contact stress at the peaks of the 
grit particles affects not only repeatability but also grit 
particle wear and adhesive matrix fatigue. Since the effects 
of temperature on a polymeric elastomer are generally 
large, a material had to be selected that kept the particle 
stresses within a range that assured absolute repeatability 
from 0°C to 65°C. 

A situation can sometimes exist where a pinch wheel 
does not move for an extended period while left in the 
loaded position. In this situation when the wheel again 



begins to move a thumping can occur like the Oat area on an 
automobile tire after a cold night The compression set of 
the material was reduced so that after one rotation the Hat 
area goes away. Another characteristic that was considered 
was the hysteresis of the material when rolling, This is one 
of I be major sources of energy loss in the X-axis of the 
machine, and needed to be minimized. 

Platen 

The platen system is the heart of the X-axis of the plotter 
and is a major reason why the micro-grip drive works. The 
tracking of the grit wheel is dependent upon 8 number ol 
important alignments. All of these basically accomplish 
one task — to keep the plotting medium from buckling. If the 
plotting medium buckles, the edge of the medium is con- 
strained to rotate away from the normal to the drive axis. 
When this happens tracking fails and registration is lost. 
The platen of the 7 5 80 A works in many different ways to 
avoid paper buckling. One way is the contour of the platen. 
If you take a flat sheet and try to apply force to the outer 
edges while friction over the middle of the sheet resists the 
motion, you can virtually guarantee that the sheet will 
buckle. The system has no stiffness to resist buckling other 
than the stiffness of the plotting medium itself. By taking 
that same sheet and holding it down with a vacuo tu into a 
curvature, a cylindrical shape is created to resist the shear 
stresses without depending solely upon the stiffness oi the 
sheet material. 

The vacuum also serves to hold the medium down 
against the platen in the region of the pen, The vacuum 
level required depends on the type of paper and its width, 
length, arid thickness. However, regardless of the vacuum 
level used, there is an area where the paper tends to lift off 
the writing surface (Fig. 4). 

This lilting of the paper can cause a problem that is best 
described with the aid of Fig. 5. When the drive force is 
applied to the paper the paper begins to lift and the height 
above the platen increases to a maximum and then slowly 
decreases as the paper reaches maximum velocity. U the 
pen is not lifted high enough or the start of the paper drive is 
not delayed enough after the start oi the pen-lift action, the 
surface of the paper in the problem area will hit the pen tip 



Pen 




Fig. 4. When the plotting medium is driven in either direction 

(here to the right) it will lift up from the platen surface next to the 
gnt- wheel drive as shown because of factional forces oppos- 
ing its movement. These forces, and thus the amount of lifting, 
are a direct function of the hang length L 



34 HEWLETT PACKARD JOURNAL NOVEMBER 1981 



)Copr. 1949-1998 Hewlett-Packard Co. 



i 
^^k Distance 
^V above 
Platen 
Surface 


I Short Pen-Lift Height 






Pei Drag 
Zone 






Short Paper- 
Drive Delay 

m ml / 


C- Path of 
Paper Surface 
near Edge 

Paih of Pen Tip 








- 


St 

w 

i 


art Per 
Move 

i High 


<? ^Start Paper Tlme 
Move 

Pen-Lift Height | Pen Clearance 


Distance 
above 
Platen 

Surface 




Long Paper - 
Drive Delay 




1 






*--Path of 
Paper Surface 
near Edge 


m 






Patho 

Pen Ti 


t 
P 




Time 



Fig. 5. (a) For a nonpitting pen and paper move the pen will 
drag on the paper m the lifted area if the pen is not raised high 
enough or the start of the paper drive is not delayed enough, 
(b) By increasing pen-lift height andior paper drive start delay, 
pen drag is avoided 

as shown in Fig. 5a. If the pen -lift height and/or paper drive 
delay are increased as shown in Fig. 5b f the pen tip will 
always clear the paper, 

For a given paper type, width, and vacuum level, the lift 
height is dependent on the hang length LfFig. 4), If the lift 
height is defined for a given paper length, then the lift area 
can be determined. If a short pen lift is about to occur in this 
area, a higher pen lift with increased time delay for the 
paper drive nan be executed. 

The firmware in the 758UA quickly determines the pres- 
ence of the pen in the lift area by defining the area as a 
function ui paper size. The paper size approximates the 
manner in which the lift area changes with paper length 
and. if worst-case paper length, width, thickness, type, and 
vacuum level values are used in the function, the approxi- 
mation will be conservative for all si I nations. 

The considerations for selecting a vacuum level are: 
t If the vacuum level is very high, the friction between the 

paper and the platen surface is very high and the drive 

forces on the edges will produce large buckling stresses 

near the pinchwheels. 

• Too low a vacuum level produces pen drag over too large 
a lift area. 

Noise level 

• Cost 

■ Vacuum level drop with decreasing paper size. This oc- 
curs because of the typical fan characteristic shown in 
Fig. 6. As the paper size gels smaller, more vacuum holes 
are uncovered, which increases the flow rate and con- 
sequently decreases the static pressure. 
Vacuum levels high enough to produce the first problem 
were never achieved. Given a tubeaxiai fan characteristic, 
where relatively large How rate changes can occur without 



large static pressure drops, the hole pattern machined in the 
platen of the 758QA maintains the vacuum at a sufficient 
level for all media sizes, so that vacuum drop problems are 
avoided. The problem then becomes one of obtaining a high 
enough vacuum level to prevent pen drag while remaining 
low in cost and noise and meeting VDE and UL approvals. 

Tubeaxiai fans are inherently low in cost due to simple 
design. The fan used in the 7580A can operate on ac line 
voltage and frequency while still passing the VDE high- 
potential test for safety. Line- voltage operation reduces the 
fan cost (no special low- voltage windings are required) and 
lowers the power supply cost (no special low-voltage taps 
on the transformer). Noise is kept to an acceptable level 
with proper packaging. 

The platen contour is designed to approximate the shape 
that a sheet of plotting media wants to be in, given the 
system loads on the medium. By approximating this shape 
the mediom tends to flow more smoothly over the platen, 
thus reducing normal loads on the platen surface. When the 
normal loads are reduced, friction is reduced and the 
medium has less internal stress to initiate buckling. 

Another area largely responsible for increased friction 
between the platen and medium is the static electric charge 
that will build up whenever two nonconducting surfaces 
are in contact. Most of us as youngsters have seen a Van de 
Graff generator in an elementary school science class. The 
generator consists of a driven nonconducting belt that is 
rubbed against a hard rubber rod to accumulate static 
charge. This charge is transferred by a conductive brush to a 
metal sphere where millions of volts are easily developed. 
The 7 580 A platen acts like a Van de Graff generator with 
the plotting medium acting as the nonconducting belt. It 
is not surprising that tremendous static charges can be 
generated by I he moving sheet, This is especially true if the 
plotting medium is polyester film which is one of the 
best dielectric materials. We have measured hundreds of 
thousands of volts on polyester film. When this happens 
the film literally glues itself to the platen surface. Fric- 
tion forces of this nature guarantee medium buckling, 

To combat static charge generation we need to keep the 
sheet out of intimate contact with the platen surface. Like 
two plates of a capacitor the greater the separation of the 
two plates the less the charge that will accumulate, Oneway 
is to lift the medium off the surface I'v putting a textured 
coating on the platen. This coating, besides being textured, 
is filled with carbon and Teflon™, Teflon reduces system 
friction, thus reducing triboelectric charge accumulation, 
and the carbon helps dissipate any charge on the platen 
surface. Another action to reduce the incidence of high 
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Fig* 6. Typical fan characteristic showing decrease in static 
pressure (vacuum level) as air flow rate increases 
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static charge is to recommend that the customer use only 
double-matte polyester sheets as opposed to single- matte. 
The matte surface again helps prevent intimate contar.t 
between the polyester film and the platen surface, 

The other major sources of buckling are concerned with 
the alignment of the system parts. The toe-in alignment of 
the grit wheels and the camber of the grit wheels are exam- 
ples. The height of the grit wheels relative to the platen, also 
called the platen tangency of the grit wheels, can affect 
tracking of the micro-grip drive. These alignments are all 



held by mounting the grit wheels very carefully tu the 
platen on surfaces thai arn machined to very tight 
tolerances. 
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